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Conservation of Coal in Canada 


OAL-MINING RIGHTS that are the property of the 
M22~/4| Crown in the provinces of Manitoba, Saskatchewan and 
Alberta, in Yukon, the Northwest Territories, and in 
the Railway Belt and the Peace River Block in the 
province of British Columbia, are disposed of under 
lease by the Federal Government.* 


Coal-Mine Leases 
CANADA 


The principal provisions embodied in the lease are : 

1. .The term of lease is 21 years, with the privilege of renewal 
for a further term of 21 years. 

2. The annual rental is $1.00 per acre, payable yearly in 
advance. : 

3. No applicant is allowed to lease more than an area of 2560 
acres, 

4. A lease is subject to cancellation if active operations are 
not carried on within the time specified. The maximum amount 
of coal required to be produced within the specified time shall not 
exceed 10 tons per annum for each acre leased. 

s, Actual settlers are entitled to buy coal for their own use at a 
price not to exceed $1.75 per ton at the pit-head. 

6. A royalty of sc. per ton of 2,000 Ibs is levied on the 
MERCHANTABLE output of the mine. 

7. The lease disposes of the coal-mining rights only, but 
provides for the purchase of the necessary surface rights. 


Royva.ty on Ourput.—The provisions of the lease are such as to 
encourage coal mining and, with one exception, to protect the rights 
of the people. Levying a royalty on ‘merchantable output ’ is wrong 
in principle, for, by so doing, the waste of slack coal is encouraged. 


Recorps oF Dritt Hores.—As leases are issued for coal-mining 
rights on Crown lands, the records of drill holes should be filed with 
the Government. These records would be of value to the country, 


*Order in Council, April 20th, 1910. 
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since the Government could obtain from them a knowledge of the 
adjoining coal lands. They would also prove of value in connection 
with the study of the stratigraphy of the region. 

On account of the importance of coal from a national standpoint, 
it is necessary that records be kept giving the percentage extraction 
of coal, the method of mining employed, and the rate of exhaustion of 
coal areas, These records would also prove of use in comparing the 
different methods employed and would thus tend to standardize the 
mining methods. 

The Province of Nova Scotia not only requires all the above 
information, but also exercises a supervision over the methods of mining 
employed.* 

AUSTRIA 


In Austria, coal-mining permits are granted to mine operators. 
The State may also engage in coal mining and, if it does, it is made 
subject to the same regulations as private operators. In general, the 
choice of the method of mining is left to the operator, but he is legally 
bound to mine in an economical manner and to carry on the work in 
such a way as not to render future mining operations difficult. The 
State authorities supervise the work and see that no coal is lost by 
injudicious mining. They may also demand the production of work- 
ing plans, modify them, and demand that they be observed in their 
amended form. ; 

AUSTRALIA 


In Australia, the following provisions are embodied in all Crown 
leases : 


The lessee shall extract as large a percentage of the coal or 
shale in the land leased as is possible consistent with safety. Should 
‘Pillar and Stall’ system of working be adopted the percentage 
of coal to be left in the pillars, during the construction of the bords, 
headings or other workings shall be as follows : | 

Where the depth from the surface does not exceed two hundred 
and fifty feet, fifty per cent.; from two hundred and fifty to five 
hundred feet, in the proportion of from fifty to sixty per cent.: 
from five hundred to one thousand feet, in the proportion of from 
sixty to seventy per cent.; from one thousand to two thousand 
feet, in the proportion of from seventy to eighty-five per cent. 
Such pillars may be subsequently removed unless the Secretary for 
Mines by writing under his hand shall otherwise direct. | 

If any question shall arise as to whether a greater amount of 
coal or shale has been left unworked than is necessary under the 
foregoing conditions, the matter shall be decided by the Chief I ns pector 
of Coal Mines, whose decision shall be final. 


*See Appendix I, p. 33 ef seq. 
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JAPAN 


In Japan, all unmined minerals (including rejected ores and tail- 
ings) are the property of the State. No persons other than subjects of 
the Empire or companies duly formed in accordance with the laws 
thereof, are entitled to acquire mining rights. The maximum extent 
of individual coal-mining rights is a little over 42 acres. 

Prospecting rights are given for two years, but the term of a 
mining right is not limited. Mining taxes are imposed upon all 
holders of mining rights, and include the taxes imposed upon mining 
ores and upon mining production. The former is 30 sen (15 cents) 
per annum for prospecting rights and 60 sen (30 cents) per annum 
for mining rights for every four-fifths of an acre held under prospecting 
or mining rights. The tax on production is one per cent. of the value 
of the mineral produced. 

Before mining operations are begun, it is necessary for the holder 
of a mining right to submit a scheme of intended operations to the 
Mine Inspection Office. To receive approval, this proposed method 
of mining must be such as to prevent wasteful mining and must 
provide for the safety of the miners. Maps of actual surveys of 
the mine must be submitted to the Government twice a year. 


ENGLAND AND SCOTLAND 


In England, Scotland, and certain portions of the United States, 
coal-mining rights are leased from the owners, who appoint mining 
engineers who pass upon the methods to be employed by the lessee 
and determine the amount of coal upon which royalty is to be paid. 


ENGINEERING AUTHORITY SUGGESTED 

From the foregoing it can be seen that the governments of Nova 
Scotia, Austria, Australia and Japan and private owners of coal lands 
in England, Scotland, and in certain portions of the United States, 
supervise the methods of mining used. If it is to the advantage of 
these interests to engage engineers to guard against wasteful methods, 
surely it would be to the advantage of the Dominion Government to 
do so. In Western Canada, there are usually a number of coal seams 
quite close together, and should the lowest seams be the most 
desirable with regard to quality and ease of working, there is nothing 
to prevent the operator from mining them first. In fact, this practice 
is now being followed in a number of cases in the West: As a result, 
caving of the measures will render it difficult, and, in many cases, 
impossible, to recover the coal from the upper seams. Owing to the 
wide distribution of coal and as leases are granted to any one desiring 
to mine it, the operator who looks to the future and mines the coal 
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in a systematic manner, at an additional cost to himself, has to 
compete with the operator who takes the easiest available coal. 
There is, therefore, little encouragement to use other than wasteful 
methods. A case came under notice where, owing to a great demand 
for coal, the directors instructed a mine-manager to produce an 
output greater than the development work justified. The mine- 
manager was forced, against his better judgment, to obtain the coal 
wherever he could. Some pillars were extracted and others were 
reduced to such dimensions that they were not able to bear the weight 
of the superincumbent strata. As a consequence, there was a squeeze, 
and to-day the mine is badly wrecked and much coal has been lost. 
In this case, the opinion of an engineering authority would have stood 
between the mine-manager and the directors of the company. 


It is proposed that an engineering authority be appointed by the 
Dominion Government to approve of the methods to be employed at 
all mines operated under a Dominion Government lease, and, that the 
chief inspector of mines of each province be associated with the 
engineering authority in so far as matters relating to the operation of 
mines in that province are concerned. It would also be the duty of 
such authority to investigate all applications for leasing of coal lands and 
to determine the conditions under which such leases should be granted. 


It is of interest to note, in this connection, that the Dominion 
Government exercises a stricter supervision over the leasing of water- 
powers than that suggested with regard to coal ; yet coal is just as im- 
portant as water-power and, unlike it, can be exhausted. The 
following is a résumé of the manner in which water-powers are 
disposed of :— 

All water-powers under federal control are leased under strict 
regulations, and, before the issuance of a license for the development 
of any particular water-power site, or for the purpose of storing water, 
the application has to go through three different stages : ~ 


First, the plans have to be submitted and approved of by a com- 
petent staff (the Water-powers Branch of the Department of the Interior) 
which has been established for the sole purpose of investigating these 
proposed water-power developments, particularly from the view-point 
of maximum efficiency in conjunction with other power sites on the 
same or tributary rivers. : 

Second, once the plans have been approved, construction work 
may proceed under Government supervision. 

Third, after the construction work is completed the license is 


granted for a limited period, the Government reserving the following 
rights : 
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(a) To renew the licenses or not. 

(6) To compel the development of sufficient power to satisfy 
public demands, up to the full extent possible from the amount of 
water granted. ; 

(c) To stipulate that the rates charged the public for power be 
governed by the Board of Railway Commissioners of Canada. 

The Water Powers Branch is not only carrying on this work, but is 
also investigating and planning possible future developments. 


Ascertaining Uses for Low-grade Coals 


To encourage the utilization of low-grade coals and in order, 
also, to prevent the waste of slack coal, investigations should be 
carried on by the Government to determine the suitability of these 
classes of coal for use in the gas-producer for generating power and 
their adaptability for the manufacture of briquettes for domestic use. 
By utilizing these inferior products in this way, not only would 
there be less waste, but the value of the public coal lands would be 
considerably increased. 

WASTE OF SLACK CoAL.—As a result of an investigation made in 
1911, 1t was found that there was in Saskatchewan, Alberta and British 
Columbia, a considerable waste of slack coal which had been mined 
and brought to the surface. This waste of unmarketable slack coal 
varies from 10 to 35 per cent of the output. In Saskatchewan, 10 to 
25 per cent of the output from the mines is slack coal, which is dumped 
on the ground and wasted. In the vicinity of Estevan, 10 to 12 per 
cent of the output from some of the larger mines is dumped on the 
prairie and burned. It is necessary, however, to remove this coal 
(lignite) from the mine plant as it readily ignites by spontaneous 
combustion. 

The waste of slack coal varies from 10 to 12 per cent in the Leth- 
bridge district, and from 20 to 35 per cent in the Edmonton district. 
In the Crowsnest Pass district in Alberta and British Columbia, the 
coal is of better grade and some of the slack is marketable ; the re- 
mainder is made into coke in beehive coke ovens. At Bankhead, 
briquettes are made from it. On Vancouver Island, some of the large 
producing mines waste from 10 to 15 per cent of their output as slack 
coal, and, unfortunately, it is generally dumped into the sea. The 
high freight rates make it impossible to market it at a profit. 


Freight Rates on Coal in the West 


The accompanying tables and diagrams show the freight rates 
charged by the railroads on coal from the several coal-mining centres 
in the West to the principal markets. 
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PERE een en nn eae 


Table XII shows the freight rates charged by the railways on 
United States coal from Fort William westward. _ 


FREIGHT TARIFF ON COAL 
I.—FROM FERNIE TO STATIONS ON THE CANADIAN PACIFIC 


Distance from Tariff per ton Rate per 
Station Fernie (Minimum, ton-mile* 
(Miles) 40,000 lbs. lot) (Mills) 
APRA Sait Oe smer ets oe ak 
Macleod eileen eee 105 $1.65 15:7 
Lethbridges - o-a.baeer ere 141 1.90 13.4 
Medicine Hat... 242 2.40 9.9 
Swift: Current: 2.2. 5%20-%3- 392 3.10 7.9 
Moose Jaw tie eae 503 3.65 1.2 
Regina: (32.2 tier 544 3.80 7.0 
Moosomin 3: 2.2.16, vo ae 683 4.35 6.3 
Brandon Ue Scien ee 769 4.45 5.7 
Portage la Prairie......... 847 4.60 5.4 
Winnipeg ies. 2.5. nee 902 4.70 5.2 


Il—FROM FERNIE TO EDMONTON, via CALGARY 


Calgary ne i.e eee 212 $2.25 10.6 
Red *Deerct cuss ees 306 2.60 8.5 
Wetaskiwin wi ccs Tele 363 2.95 8.1 
Edmonton nticaetu ease. e 405 3.30 8.1 
IlIl.—FROM FERNIE TO GREENWOOD, B.C. 
Cranbrook sick veers 63 $1.60 25.4 
Kootenay Landing........ 146 2.25 15.4 
Nelson fa ere eee 200 2.40 12.0 
Castlegar Junct........... 226 2.60 11.5 
Rossland yiic eee eee 256 2.60 10.1 
Greenwoodte ce eee 317 3.30 10.4 
Granby slunets2 om neo 296 3.20 10.7 
IV.—FROM FERNIE TO SASKATOON via WETASKIWIN 
Wetaskiwin..... A Oe ea 363 2:95 8.1 
Hardisty.2-e aeeer re 458 3.40 7.4 
Saskatoonin: shleeee ee 689 4.25 6.2 
V.—FROM FERNIE TO NORTH PORTAL via MOOSE JAW 
Moose Jaw eee een: 503 $3 .65 hoe 
Rovulesuaeeen se Cieceaee 534 3.80 7.06 
Weyburn. 08ers 595 4.05 6.8 
Estevan. f65% oe ee 647 4.20 6.5 
North Portals Gos earees 670 4.25 6.34 


*2000 lbs. 
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VI—FROM EDMONTON TO STATIONS ON THE CANADIAN PACIFIC 


Distance from Tariff per ton Rate per 

Station Edmonton (Minimum, |} ton-mile 
(Miles) 40,000 lbs. lot) (Mills) 

WCERSRE WAT ere ogc ls lem «dds 42 $0.90 21.4 

LE ESS LIC. lg a ne a 137 1.90 13.87 
18 Ur 6) Tye 8 206 POPA5, 10.92 
SK AUION ee wisi c i ects 368 3.00 8.15 
(OLR Cae aen An ane a ae 444 3.30 7.44 
RECOM. Oo eve hes oes Lie 570 3.95 6.93 
BRO ee Sn ete 2. gh ose Co te 655 4.25 6.50 
Portage la Prairie......... 793 4.10 5.17 
WW IMIDCR 35 2 Fos 848 4.10 4.84 


VII—FROM EDMONTON TO STATIONS ON THE GRAND 
TRUNK PACIFIC 


Distance from Tariff per ton Rate per 
Station Edmonton (Minimum, ton-mile 
(Miles) 40,000 Ibs. lot) (Mills) 
WVRIN WIPE ssid octe'sae ca ef 126 $1.80 14.3 
PAOAIT Pani Sarto vets: 266 2750 9.4 
South Saskatoon.......... 326 2.90 8.9 
NIEMAN Be ron 2 Src ataic tt so in 385 3.10 8.05 
IOKOUMS Lye es oa hee sy 407 3.20 7.87 
(aN) AG Rg Ce, Seal eee le 514 a7 0 7.20 
POTS ere ee ace hc ona alee ote 651 4.00 6.15 
Portage ja Prairie: ..... 035. 739 4.00 5.41 
PMANTIDEL crete) ance cet a 793 4.00 5.04 


VIII—FROM EDMONTON TO STATIONS ON THE 
CANADIAN NORTHERN 


Distance from Tariff per ton Rate per 

Station Edmonton (Minimum, ton-mile 
(M:les) 40,000 Ibs. lot) (Mills) 

EPPA VIIa Moin d heb 73 $1.30 17.8 

Ge runster 1S AU eae eee 170 2.00 L175 
North Battleford.......... 254 2.40 9.45 
RNIN TI So heey wa ston Bs 336 2.90 8.64 
BGO ic hones ae eo 402 3.10 7.74 
SGT Ee are 548 3.80 6.93 
PTOI Posse SoG eee 8 649 4.00 6.16 
Portage la Prairie......... 772 4.00 5.18 


RVR Ahh oer. ees 827 4.00 4.84 


ge 
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IX.—FROM LETHBRIDGE TO STATIONS ON THE 
CANADIAN PACIFIC 


Son Ln nnn ee Ea 


Distance from | Tariff per ton Rate per 
Station Lethbridge (Minimum, ton-mile 
j (Miles) 40,000 Ibs. lot) (Mills) 
Medicine’ Hat... 232.05 00 101 $1.60 15.8 
Swift: Current... 20 tise 251 2.40 9.6 
Moose Jaw...) ysl. ee 362 2.95 8.15 
Regina we Gosn whe ate esate 403 3.10 at 
Moosomin se ao entre 542 3.80 70 
Brandone sienind ewer aes 628 4.20 6.7 
Portage la Prairie......... 706 4.35 6.16 
Winnipeg’) cise ae tleiet 761 4.45 5.75 
Macleod iit me riaeae 36 90 25.0 
Calgary 4) Oia 140 1.80 12.8 
X.—FROM BANKHEAD TO STATIONS ON THE 
CANADIAN PACIFIC 
Distance from Tariff per ton Rate per 
Station Bankhead (Minimum, ton-mile 
(Miles) 40,000 Ibs. lot) (Mills) 
Calgary oi sic Wer aie eee aie 79 $1.45 18.3 
Medicine Hat............: 260 2.40 9.2 
Swift Currenta ious. hee 410 3.20 hee 
Moose daw soe ues aie 521 3.70 (ey 
Reginait panna bine even 562 3.95 7.0 
Miosom in Oca ome ae 701 4.35 6.2 
Brandon wo nedee ae en 787 4.50 5.7 
Portage la Prairie......... 865 4.65 5.4 
Winnipeg oo.) a ae Wee 920 4.70 Bal 


XI—FROM BIENFAIT TO STATIONS ON THE CANADIAN NORTHERN 


Tariff per ton Rate per 
(Minimum, ton-mile 
40,000 Ibs. lot) (Mills) 


Distance from 
Station Bienfait 


Portage la Prairie......... 7.47 
Winnipeg) aoiiien theca 4 6.06 


Neepawarejecns coke eae : 8.18 
Dauphine ies nee eee : 6.08 
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XII.—UNITED STATES COAL 


Distance from | Tariff per ton Rate per 
Station Fort William (Minimum, ton-mile 


(Miles) 40,000 Ibs. lot) (Mills) 

Winnipeg, by Can. Pac.... 420 $2.50 5.9 

Winnipeg, by Can. Nor.... 436 2.50 5.7 

Sioux Lookout, by Gr.Tr.Pac. 196 1.80 9.13 
Winnipeg Sie Aetna. 447 2.50 5.59 
PortagelaPrairie “ “ 501 2.90 5.79 
Watrous nN areata 855 4.30 5.03 
South Saskatoon “ “ 914 4.80 5.25 
Wealivrent.  yithe ust a 1114 | 5.40 4.73 


Western Freight Rate Diagrams 


The following diagrams illustrate graphically the freight rates 
charged on coal between different points in Western Canada : 
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Distribution of Coal Sold in Canada 


The maps at pages 1 and 32 show the distribution of coal sold in 
Canada. 

With regard to this subject, the following facts are to be noted : 

(1) United States anthracite coal is used from Nova Scotia on 
the east, to Battleford on the west. 

(2) Nova Scotia bituminous coal is used only as far west as 
Cornwall, Ontario. 

(3) United States bituminous coal is used from Farnham to a 
line drawn from Battleford to Moose Jaw and thence to Estevan. 
Although a considerable quantity of United States coal is used in Mani- 
toba and Saskatchewan, these provinces are also supplied by coal 
from the Crowsnest, Edmonton, Lethbridge and Souris districts. 


Cheap Power Problem 


Two problems of great importance exist in the Prairie Provinces 
to-day, and their solution will become a matter of even greater moment 
in thefuture. These are: The problem of cheap power and the problem 
of a domestic fuel supply. 

In parts of Manitoba, Saskatchewan and Alberta water-power 
cannot be economically developed, but these districts are within reach 
of great deposits of lignite. 
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The experience of the United States and Germany has demon- 
strated that cheap power can be produced in gas engines from lignites 
inferior to those in the Prairie Provinces, and it is believed that elec- 
tric energy can be generated from these lignites and supplied to the 
market cheaper than power generated from coal supplied (as it now 
is) from the United States and Western Alberta. 


Tests oF Low-GRADE CoAL IN GAS PRODUCERS | 


In tHE Unitep Srates—Messrs. R. H. Fernald and C. D. 
Smith in referring to the production of cheap power in gas pro- 
ducers, in Bulletin No. 13, United States Bureau of Mines, say : 


These tests in the gas producer have shown that many fuels 
of such low grade as to be practically valueless for steaming purposes, 
including slack coal, bone coal, and lignite, may be economically 
converted into producer gas and may thus generate sufficient power 
to render them of high commercial value. 

Practically every shipment tested in the producers, including 
coals with ash as high as 44 per cent and lignites and peats high in 
moisture, has been successfully converted into gas that has been 
used in operating gas engines. It is estimated that, on an average, 
each coal tested in the producer-gas plant developed two and 
one-half times the power that it would develop if used in the ordinary 
steam-boiler plant. Such relative efficiencies probably hold good 
for the average installation of moderate power capacity, but the 
ratio is smaller when large steam plants of the most modern type 
are compared. It was found that the low-grade lignite of North 
Dakota developed as much power when converted into producer 
gas as did the best West Virginia bituminous coal when utilized 
under the steam boiler. Thus, through these investigations, lignite 
beds underlying .20,000,000 to 30,000,000 acres of public lands, 
supposed to be worth little, have been shown to possess a large 
value for power development. As a result, the money value of this 
Government land has been increased to the extent of probably 
$300,000,000, Or more. 

Investigations into the waste of coal in mining in the United 
States have shown that it probably aggregates 250,000,000 tO 300,- 
000,000 tons yearly, of which at least one-half might be saved. It 
has been demonstrated that the low-grade coals, high in sulphur 
and ash, now left underground, can be used economically in the gas 
producer for the ultimate production of power, heat and light, and 
should, therefore, be mined at the same time as the high grade coal. 
Moreover, attention is now being called to the practicability of furth- 
er reducing this waste through more efficient mining methods. 


: 
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In Canapa.—The following extracts, showing the adaptability 
of Canadian lignites for use in the gas-producer, are taken from the 
reports on Investigation of the Coals of Canada, Part II,, Mines Branch, 
Department of Mines : 


Seven ordinary gas-producer trials (one a repeat) and one 
special test were made with the lignites and lignitic coals from 
Saskatchewan and Alberta. The samples were mined by the 
Western Dominion Collieries, Ltd., Taylorton, Sask.; Parkdale 
Ciateco. td. and. standard Coal Co:, Ltd. Edmonton ilta. 
Strathcona Coal Co.,-Ltd., Strathcona, Alta.; Canada West Coal 
Co., Taber, Alta.; and the Alberta Railway & Irrigation Co., 
Ltd., Lethbridge, Alta. 

These fuels all proved excellent for use in the down-draft pro- 
ducer, most of them required no steam at all, and some gave so little 
tar that the gas washer could be dispensed with. They all have low 
calorific values, are moderately high in ash, and contain much intrinsic 
moisture. They weather rapidly and break up in the producer. Good 
efficiencies were obtained in each case with gas of. high calorific value 
and uniform in quality. Very little attention to the fire was needed, 
and, with most of the samples, the producer could have been run 
without the exhauster as a suction producer. The Belly River coals 
(Nos. 43 and 44) required slightly more attention than the others, 
and, on the whole, No. 46 (Strathcona) gave the best results. 

In connection with coal No. 2040 (Taylorton lignite), it should 
be noted that seven weeks (during which the fuel was kept in bags in 
a dry store) elapsed between trial 8 and trial17. The change in com- 
position of the lignite during this time is well shown, but the aging 
process did not seem to make it less suitable for use in the producer. 
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POWER FROM LOW-GRADE COAL Lig 


Test Under Commercial Conditions.—In view of the good results 
obtained with these fuels and the fact that a few bags of Nos. 4o, 42, 
43, 44, and 46 were left, it was decided to mix these and to run the 
plant ro hours a day until they were used up, banking the fire at night, 
as would be done in a commercial installation. Trial 16 was run 
under these conditions and lasted three days (28 hours running time, 
28% hours with fire banked). Part of the refuse removed during the 
day runs was used for banking, together with 200 pounds of fresh fuel. 
The gas was not washed during the test, the sawdust scrubber was 
not used, nor was any steam supplied to the fuel. No difficulty was 
experienced from tar or clinker, the fire required very little attention, 
and gas for starting was easily obtained after standing during the night. 

The leading particulars of this trial (No. 16) which was made 
with a mixture of lignites, Nos. 40, 42, 43, 44, and 46; 28 hours 
running, 2814 hours banked, are: 

Composition of Coal—Fixed carbon, 40.8 ; volatile matter, 31.1 ; 
ash, 9.6 ; moisture, 18.6 per cent. 

Calorific Value as Charged.—8,900 B.T.U. per pound. 

Gas.—Calorific value (lower) 122.2 B.T.U. per cu. ft. at 60° 
and 14.7 lbs. per sq. in. | 

Steam.—No steam supplied. 

Werghts of Coal Used.— 


Total coal charged during running time........ 2365 lbs. 
Shee USCOMON DAM KING Sevw ta lian aan): 200 lbs. 
AMO i pee CLOMSCAT IIS iit | imi Al/Peey regia 350 lbs. 
Average BLH.Poduring running time). 2). ).0 2. 203 
Running time | Including coal used for 
only banking and re-starting 
Coal charged per B.H.P. per hr..... 2.79 Ibs. 3.44 Ibs. 
Efficiency of producer and gas cleaning 
ADDATALUS Aon oe ok ede ty 0.495 0.401 


Remarks.—Fuel very suitable for use in a producer of the down 
draft type, without the supply of any steam. 

All the fuels tried in this group proved easy to work and gave 
good results. No. 46 showed the best efficiency. They appear much 
more suitable for use in a properly designed gas producer than in an 
ordinary steam boiler. The fuel bed analysis indicates that somewhat 
too much fuel was charged in the case of Nos. 42 and 2040 (trial 17), 
while in coal No. 44 the bed was poor in combustion ; the apparent 
‘efficiency given is, therefore, probably too low for No. 42 and (trial 17) 
No. 2040, and slightly too high for No. 44. 
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Heat Expenditure with Various Coals.—In the accompanying table 
the fuels tested have been arranged in order of the heat value of the 
amount of coal charged per B.H.P. per hour. This table gives the 
proportional cost for fuel, assuming that all the coals were sold at 
the same price per thousand B.T.U This order of arrangement is 
not quite fair to some coals, and gives others some slight advantage, but 
affords a general idea of the relative performance of the various groups. 


HEAT VALUE OF COAL CHARGED PER B.H.P. PER HOUR 
(Coats ARRANGED IN ORDER OF APPARENT Economy) 


BECP: 
Coal | Trial Description of Coal Bois. 
No. No. per hr. 
46 11 | Lignite, Strathcona Coal Co., Edmonton, Alta...... 16490 
2040 8 | Lignite, Western Dominion Collieries, Ltd., Taylor- 
Lon, (DAsiC ee eran ce a en phate tia cae ee ae 18924 
26 40 | Coal, Crowsnest Pass Coal Co., Fernie, B.C........ 20460 
45 10 | Lignite, Standard Coal Co., Edmonton, Alta........ 20470 
27 and 30| 42 | Coal, Crowsnest Pass Coal Co., Fernie and Michel, B.C. | 20780 
11 29 Coal, ‘King’s; Mine, Minto; Ni Bs ani. eres 21497 
22M 25 | Coal, Nicola Valley Coal Co., Coutlee, B.C......... 22200 
3 23 | Coal, Intercolonial Coal Co., Westville, N.S........ 22493 
25 38 | Coal, H. W. McNeil Co., Ltd., Canmore, Alta...... 22566 
23M 41 | Coal, Bankhead Mines, Ltd., Bankhead, Alta....... 23000 
44 13 | Lignitic coal, Alberta Ry. & I. Co., Ltd., Lethbridge, 
Altai hes Sh tea ac igloo aye ree ie TM AZOOOO 
12 30 | Coal, Nova Scotia 8S. & C. Co., Sydney Mines, N.S... 23200 
42 15 | Lignite, Parkdale Coal Co., Ltd., Edmonton, Alta... | 238330 
43 12 | Lignite, Canadian West Coal Co., Ltd., Taber, Alta. | 23350 
2 24 | Coal, Acadia Coal Co., Ltd., Stellarton, N.S........ 23650 
18 20 | Coal, Western Fuel Co., Nanaimo, B.C............ 23760 
10 27 | Coal, Canada Coal & Ry. Co., Ltd., Joggins, N.S.... | 23840 
34 36 | Coal, International Coal & Coke Co., Coleman, Alta. | 24800 
5 22 | Coal, Cumberland Ry. & Coal Co., Springhill, N.S.. | 27160 
29 35 | Coal, Crowsnest Pass Coal Co., Fernie, B.C........ 29730 
35 31 | Coal, Dominion Coal Co., Ltd., Glace Bay, N.S.... | 30500 
37 33 | Coal, Dominion Coal Co., Ltd., Glace Bay, N.S.... 30690 
Tr 19 1>Coal; Western, Fuel Co./;Nanaimo, B.C. 2... 405256 30790 
8 26 | Coal, Acadia Coal Co., Ltd., Westville, N.S........ 31010 
15 21 | Coal, Richmond Ry. & Coal Co., Port Hood, N.S... | 31703 
36 32. | Coal, Dominion Coal Co., Ltd., Glace Bay, N.S.... | 32450 
48 14 | Coal, Leitch Collieries, Ltd., Passburg, Alta........ 33210 
38 34 | Coal, Dominion Coal Co., Ltd., Glace Bay, N.S.... | 36030 


Perhaps the most striking result of the series of tests is the 
excellent performance of the lignites. This is brought out well in 
the foregoing table. The Crowsnest coals and Alberta anthracites also 
gave good results. The lower places in the table are taken (generally 
speaking) by coals whose caking qualities render them difficult to 
handle in a gas producer of small size. 


Domestic Fuel Problem 
The domestic bituminous coal used in the West comes largely 
from the United States and Western Alberta. Lignite and semi- 
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bituminous coal is mined in the Souris district, Saskatchewan, and in 
the Edmonton and Lethbridge districts, Alberta. This coal is used 
generally to supply local demand and the nearer markets. Owing to 
the nature of the coal, considerable slack is made, and, as it does not 
pay the operator to ship this, it is wasted. 


SOURCES OF SUPPLY 


The dependence of these provinces upon the supply of Crowsnest 
coal may be more fully realized from the fact that several coal famines 
have resulted from coal strikes in the Crowsnest and Banff districts. 
The territory east of Brandon is largely supplied by United States coal, 
and no provision has yet been made for a store of fuel to tide the country 
over a possible stoppage of supply. It is, therefore, of great importance 
that something be done with a view to utilizing the low-grade fuels 
which underlie the greater portion of Alberta and part of Saskatchewan . 
and Manitoba. 

In order to make the coal transportable and suitable for domestic 
use, it would be necessary : 

1. That it be of sufficient value to be able to bear the cost of 
transportation. 

2. That it withstand handling and a certain amount of weathering. 

3. That it be a suitable fuel for domestic and power purposes. 


Utilizing Low-grade Fuels—Briquettes 


Coal briquettes fulfill these conditions, and it is desirable that 
investigations be carried on with a view to determining the suitability 
of the lignite and low-grade coals for the manufacture of briquettes. 

In the case of bituminous and anthracite coal, it is possible to 
manufacture briquettes on a commercial basis, only where supplies 
of pitch binder can be conveniently had. In the case of lignites, the 
percentage of pitch binder required is less, and the United States 
Bureau of Mines has demonstrated that they can even be briquetted 
without the use of a binder. The magnitude of the briquetting in- 
dustry in Germany and the part it plays in utilizing the lignite or 
brown-coal deposits of that country are shown by the fact that, in 
1910, the German Empire produced 21,575,000 short tons of briquettes, 
of which 16,675,000 tons—77 per cent of the total—were made from 
lignite. 

Mr. C. L. Wright in Bulletin No. 14, p. 10, of the United States 
Bureau of Mines, says : 

Enough testing has been done to indicate that some American 
lignites equal German lignites in fuel value and can probably be made 
into briquettes on a commercial scale without the use of binding 
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materials. Three samples of lignite, one from Texas, one from North 
Dakota, and one from California were made into satisfactory briquettes 
without the addition of a binder. It was proved that some lignites 
after having slacked by exposure, can be made into briquettes with- 
out the use of binding material, notwithstanding a general opinion 
that ‘this could not be done. Cohesion and weathering tests demon- 
strated that good briquettes endure handling and resist weathering 
much better than the lignite from which they are made. 


As the coal-fields of the Prairie Provinces are situated at a 
great distance from the nearest place where mine-timbers can be 
obtained, the cost of the timber is a large item of expense. On this 
account, a minimum amount of timber is used’ in the mines, and less 
coal is therefore recovered than would be the case if the cost of timber 
were not so prohibitive. The average recovery of marketable coal is 
about 50 per cent from the lignite mines ; and ten per cent of the coal 
mined is wasted on the surface. 


THE PROBLEM STATED 


The coal is low-grade, and, upon exposure to the air for a short 
time, loses its moisture and disintegrates. This prohibits shipping 
for a great distance. Furthermore, if it is left piled on the surface for a 
short time, it is liable to ignite from spontaneous combustion. To 
overcome these difficulties, it is necessary, not only to increase its selling 
value, but also to put it in some form which will render shipment to the 
domestic markets possible. If the economic side of the problem were 
ignored, the desired result could be secured by generating electric power 
from lignite fired in boilers, or from producer gas generated at the mine. 
The electricity thus generated could be transmitted wherever it was 
needed for power and lighting purposes The problem could also be 
solved by making lignite briquettes for domestic fuel and for power 
purposes. : 


The lignite in this field is low in heating value, some of it containing 
about 28 per cent by weight, of moisture, and it is therefore difficult 
to burn in furnaces designed for the better grades of coal. The tests* 
made on North Dakota lignite by the United States Bureau of 
Mines, however, have shown the possibility of designing suitable fur- 
naces for burning a similar lignite profitably. 


“North Dakota Lignite as a Fuel for Power Plant Boilers. Bull. 2, U.S. Bureau 
of Mines. 
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The economic results of these tests are given below : 
TESTS OF NORTH DAKOTA LIGNITES 


\ 


Equivalent Efficiency 
evaporation Apparent H. P. (per cent) (e) 
from and at 212° F., evaporation developed at boiler and 
per lb. of fuel per lb. of coal furnace 
Test | As as fired In p.c. of Incl. | Over 
No. | fired _| Dry (c) boiler | rated | Alone | grate all 
Tee Pees BOO Nie es [os 63 2.90 DORI OLVINSE ON oo: eaeg sk ata eneemnemes 
2...| 3.69.| 6.33 | 7.35 3.00 238.7 | 95.5 | 61.35 | 60.89 | ..... 
Bu toe 0.08 1 7207 2.84 278: 2): 110.1) 58.99 bE oG A lee 
4.,..| 3.36 | 6.02 | 7.34 2.79 184.7 |. 73.9 | 61.28 | 57.70 | 52.59 
5...| 8.79 | 6.28 | 7.14 3.16 215.8 | 86.3 | 59.38 | 58.33 | 53.59 
6...| 3.30 | 5.65 | 6.72 Dae 243.4 | 97.4 | 56.05 | 54.42 | 49.98 
7...\.8.68 | 6.27.1'7.34 3.03 224.8 | 90.0 | 61.46 | 60.94 | 55.52 
8...| 3.16 | 5.62 | 6.68 2.61 256.1 | 102.4 | 55.56 | 53 65 | 49.81 
9...) 3.46 | 6.23 |.7.22 2.88 220.7 | 88.3 | 60.17 | 59.04 | 53.70 
TOM 0270, 10.72 3.11 208.7 | 83.5 | 64.24 | 68.30 | 57.88 
11...) 3.48 | 6.10 | 7.48 2.86 281.9 | 112.8 | 62.52 | 59.21 | 54.46 
12. .:/53.58 | 6.22 | 7.09 2.96 283.3 | 113.3 | 59.10 | 58.86 | 54.04 
Toes OL OS SE i 7T27 3.07 238.0} 95.2 | 60.47 | 59.52 | 54.36 
145 093577 '|.6.54.| 7.38 3.11 240.0! 96.0 | 61.83 | 61.14 | 55.82 
15...) 3.03 | 5.28 | 6.15 2.50 229.3 | 91.7 | 51.24 | 49.64) ..... 
15a..| 3.34 | 5.83 | 6.80 2175 258.2 | 103.3 156.66) 54.81 |)... 


(c) Moisture and ash free. 

(e) Figured from chemical analyses of ash and coal. 

On exposure to the air lignite slacks or crumbles. The lumps 
check and fall into small irregular pieces that exhibit a decided tendency 
to separate into extremely thin plates. Hence, it deteriorates greatly 
during storage or long transportation. The most characteristic feature 
of the composition of lignite is the large percentage of moisture it con- 
tains. When freshly mined, this high moisture content reduces the 
fuel value, and the partial evaporation of moisture on exposure, causes 
is to check and fall to pieces. Consequently, attempts to increase 
the efficiency of lignite as a fuel involve the reduction of its moisture 
and the increase of its ability to endure storage and transportation. 
Both these results are accomplished by briquetting. 

The problem of a fuel supply in the Canadian prairies is of peculiar 
interest, as many of the lignite deposits are situated long distances 
from fields of high-grade coal. The problem assumes still larger pro- 
portions when one realizes that the development of manufacturing 
industries in these regions depends upon the ability to obtain a cheap 
and satisfactory fuel. Owing to the importance of obtaining a suitable 
domestic fuel for the Prairie Provinces, and to the fact that these pro- 
vinces have been estimated to contain Over 100,000,000,000 tons of 
sub-bituminous and lignite coal, or about 60 per cent of the total coal 
in Canada, it is necessary that investigations should be carried on with 
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the object of demonstrating whether briquettes and producer gas can 
or can not, be made from this coal. | 


EXPERIENCE OF FOREIGN COUNTRIES 
| EuropE.—For many years European countries have been develop- 
ing supplies of fuels that have low heat values, and they have succeeded 
in making the utilization of peat, lignite, and the screenings of bitumi- 
nous coal and anthracite the basis of important industries. In several 
countries, large amounts of capital have been invested in the manu- 
facture of fuel briquettes. The magnitude of the briquetting industry 
in Germany, and the part it plays in utilizing the lignite or brown-coal 
deposits in that country, are shown by the fact, that, in 1910, the 
German Empire produced 21,575,000 tons of briquettes, of which 
16,675,000 tons, or 77 per cent of the total output, were made from 
lignite. For domestic use, these lignite briquettes are very popular 

and form the chief household fuel in many large cities. 


UNITED STATES——The United States Bureau of Mines has 
lately issued a report* on briquetting tests of lignite, which is of con- 
siderable significance to Canada, inasmuch as some of these tests were 
made on North Dakota lignite. The lignite of the Souris valley is the 
northward continuation of the North Dakota lignite field. The tests 
were undertaken to ascertain the following : 


1. The possibility of briquetting American lignites without adding 
binder to them. 

2. The suitability of the German brown-coal briquette presses 
for briquetting American lignites. 

3. The perc:ntage of moisture needed in the raw material to 
give the best briquettes. 

4. The approximate commercial cost of briquetting lignites. 

5. The weathering qualities of briquettes as compared with 
raw lignites. 


The following conclusions were drawn from the results of the 
briquetting and extraction tests : 

1. Lignites containing less than 1.4 per cent of matter soluble 
in carbon bisulphide (calculated to a moisture-free basis) have not been 
briquetted with the German machine, nor with any other machine, 
without the addition of a binder. 

2. Lignites containing 1.4 to 1.5 per cent of matter soluble in 
carbon bisulphide are difficult to briquette, and further tests are needed 
to determine whether entirely satisfactory briquettes can be made 
from them with the German machine. 


“Briquetting Tests of Lignite. Bull. 14, U. S. Bureau of Mines. 
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3. The few lignites tested that contained more than 1.5 per cent 
of matter soluble in carbon bisulphide were briquetted with the German 
machine without binder. 

4. The percentage of moisture that dried lignite must contain 
to give satisfactory briquettes with the German machine is, within 
limits, proportional to the percentage of matter soluble in carbon 
bisulphide. Hence, if two lignites have the same ash content, the one 
that is richer in bitumen may be dried more and will give briquettes of 
higher value (because of the lower moisture content) than the other. 

Briquetting the lignite will improve its heat value 30 to 40 per 
cent by reducing the percentage of moisture. Moreover, the briquettes 
have the following additional advantage over raw fuel : 


(a) Being of uniform size, they burn more freely and give off less 
smoke, a decided merit when used as a household fuel in a residential 
district. 

(b) The briquettes resist the effects of the weather much better 
than the raw fuel, and therefore can be stored for a longer time without 
serious deterioration. The briquettes are not, however, much more 
waterproof than the raw fuel, and should be stored under cover ; there 
they will remain in perfect condition for several months at least, while 
the raw fuel, under similar conditions, will disintegrate rapidly. 


(c) The cost of transporting the briquetted fuel should be only 
80 per cent of the cost of transporting enough raw fuel to furnish the 
same heat value. 

Preliminary results from gas-producer tests of raw and briquetted 
samples of this lignite (California lignite) showed that the consumption 
of fuel, as fired per hour per brake horse-power developed, was 4.06 
pounds for the raw lignite, and only 2.84 pounds for the briquettes. 


Cost oF BRIQUETTES.—The tests described indicate that the 
cost of briquetting run-of-mine lignites with a German plant would 
be from $1.35 to $1.75 per ton, according to the location of the plant. 

On the assumption that the plant cost $56,000 ; that it is to be 
located at the mine ; is to be run two shifts of ten hours each, or 20 
hours per day ; and is to have a capacity of 50 tons of briquettes per 
day of 20 hours, the costs would figure out as follows : 

Cost of one ton of lignite at the mine: in California, $2.46; in 
Texas, $0.90 ; and in North Dakota, $1.45. 

Total cost of briquetting one ton of briquettes; in California, 
$1.72; in Texas, 1.33; and in North Dakota, $1.46. 

The cost per ton of briquettes loaded on cars, from a briquette 
plant at the mine would be: in California, $5.24 ; in Texas, $2.51 ; 
and in North Dakota, $3.53. 
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The cost per long ton of briquetting lignite in Germany varies 
from $1.14 to $1.86, depending upon the size of the plant, moisture 
content, and conditions of mining. 


The report states that : 

Although the results obtained in this bulletin are not conclusive 
they warrant the continuation of the investigations as soon as funds 
can be made available for that purpose. Enough testing has been 
done to indicate that some American lignites equal German lignites in 
fuel value, and can probably be made into briquettes on a commercial 
scale, without the use of binding materials. Three samples of lignite, 
one from Texas, one from North Dakota, and one from California, 
were made into satisfactory briquettes without the addition of a 
binder. It was proved that some lignites after having slacked by 
exposure can be made into briquettes without the use of binding 
material, notwithstanding a general opinion that this could not be done. 
Cohesion and weathering tests demonstrated that good briquettes 
endure handling and resist weathering much better than the lignite 
from which they are made. 


Utilization of Slack in the Crowsnest District 


The slack made in coal-mining operations in the Crowsnest Pass 
district is usually coked in beehive ovens, but there is only a limited 
market for the coke, and the freight rates make it impossible to 
market the slack coal to advantage. There are a number of seams of 
coal (often upper seams) which, at the present time, cannot be worked 
on account of the large percentage of slack made during mining, but 
which could be worked to advantage if there was-a ready market 
for the slack. 

The coke sold is used for smelting purposes in British Columbia. 
The smelters in the neighbouring Western States also afford a natural 
market for the coke, but it is understood that few or no contracts are 
made with them as they ar- unable to depend upon the mines for 
a constant supply. The explanation of this is that labour conditions 
are not so settled in tne Crowsnest field as in the American bituminous 
coal-fields. | 


SUPPLY OF BINDER—The solution to the problem of the economic 
disposal of slack coal would be brought about by the manufacture of 
briquettes, but this industry cannot become possible until a sufficient 
supply of binder is available. Several binders have been used in the 
manufacture of coal briquettes, but the most desirable kind, and 
the one most widely used, is tar pitch. This pitch is a by-product 
from coal-tar recovered from by-product coke oyens. In California, 
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Arizona, and other parts of the West, asphaltic pitch, the residual 
product from the refining of the heavy asphalt-base petroleums of 
that region, has been, and is now, successfully used in briquetting 
plants. There are enormous deposits of tar-sands on the Athabaska 
river, and on the development of these there will be made available 
an enormous supply of pitch suitable for briquetting purposes. For 
the present, however, coal-tar pitch may be considered as the base for 
a briquetting industry. 


Coking of Coal 


The coke produced in the West is used almost entirely for metal- 
lurgical purposes. In other countries, coke also affords a good sub- 
stitute for bituminous and anthracite coal. As a domestic fuel, and 
for all ordinary industrial purposes, such as baking, drying, heating 
and steam raising, it is fully equal to anthracite coal ; it lights quicker 
and holds the heat as well, while its smokelessness renders it easily 
superior to bituminous coal. It requires no special appliances to burn 
it, and only a slightly different adjustment of draughts. The extent 
to which it is used in the United States is shown by the fact that in 
Everett, Mass., one plant alone supplies about 200,000 tons per year 
for domestic and industrial service, and a similar amount is used for 
firing locomotives, particularly in” suburban service, because of its 
smokeless nature. 


A PoTrENnTIAL MARKET.—The accompanying map shows that United 
States anthracite coal is used as far west as Battleford. The cost of 
this coal varies from $10.50 a ton at Winnipeg to $15.00 at Battleford. 
As the average value of one ton of coke in Western Canada is $4.50, 
and as the freight rate on one ton of coal from Fernie to Winnipeg is 
$4.70, it can be seen that if the use of coke can be brought to the atten- 
tion of the public by proper methods, most of this area now supplied 
by United States anthracite could be supplied more cheaply by 
Canadian coke. 


Use of By-product Ovens 


Canada and the United States are far behind Germany and other 
foreign countries in adopting the economies resulting from the coking 
of coal in by-product ovens. In Germany, at the present time, little 
or no coke is made except in retort (by-product) ovens. When the 
economies which may be effected by the use of such ovens have been 
so clearly demonstrated, not only by plants which have been con- 
structed in Europe, but also by plants in the United States and at 
Sydney and Sault Ste. Marie in Canada, it seems difficult to under- 
stand why they are not more generally adopted in Western Canada. 
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There are several reasons why they have not been introduced ; first, 
the greater cost incurred in installing them, and second, the lack of 
markets for the resultant by-products. 


ECONOMIES EFFECTED.—The following are some of the economies 
which may be effected by the use of by-product coke ovens as against 
the use of beehive ovens :— 


1. The quality of the coke is just as good for metallurgical pur- 
poses as coke made in beehive ovens. 


2. The yield of coke from by-product ovens is from ro to 15 per 
cent higher than the yield from bee-hive ovens. 


3. While the cost of installation per oven is greater for the 
by-product than for the beehive oven, the capacity is from three to 
Six times as great. 


4. In by-product ovens, the following by-products are saved : 


1. Gas. With an ordinary coking coal, this amounts to about 
5,000 cubic feet per ton at 500 B.T.U. per cubic foot. This gas can 
be used for firing under boilers, running gas engines, illuminating 
purposes or for any other purpose for which coal gas may be employed. 
If it is used in gas engines, about 250 horse-power-hours can be obtained 
from the surplus gas from one ton of coal. 


2. Ammonia. About 20 lbs. of ammonium sulphate to the ton 
of coal charged is obtained. This is worth about $71 per ton. The 
ammonia may be recovered as ammonium sulphate for fertilizer, or, as a 
concentrated liquor for refrigeration purposes. 


3. Jar. This amounts to from 7 to 9 gals. per ton of coal charged 
and is worth from 2 to 3 cents per gallon in the crude state. It is worth 
far more if distilled—creosote, light oils, carbolic acid and pitch being 
recovered. The pitch is valuable as a binder in the manufacture of 
coal briquettes. 


The total value of by-products saved per ton of coal charged into 
an oven is as follows : 


Higher yield of coke—ro to 1s per cent—at $4. 50 


DET LOMAS os een Wn Uns ee $0.45 to $0.67% 
Gas-—-5 000 Cin iit, at Toc, ‘per piv ene eee 50 
Ammonium sulphate—20 Ibs. at $75 per TOM ae: ay 
Tar+-7.to'o gals at 2c. sper ealinls we) aves ee il AP eLOleec 
TOtAL bor iicndeiln schoo u Went |e an eel ah $1.80 to $2.06% 


*Average value of beehive-oven coke in Western Canada. 
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The following is a general comparison of beehive and by-product 
ovens *: } 
BEEHIVE OVEN 

Ordinary type, 12.5 ft. in diameter. 

Cost from $700 to $1,200 per oven. 

Produces 4 net tons of coke in 48 hrs.=2 net tons in 24 hrs. 
Yield of coke from coal, 60 per cent. 

By-products and surplus gas—none. 


By-PropucT OVEN 

[In this comparison Mr. Lucas does not give statistics of cost of 
by-product ovens, but, as quoted below, estimates the cost of a 
r00-oven plantat $1,000,000 or $10,000 per Oven. Enquiries addressed 
to manufacturers of these ovens failed to elicit any definite statement 
of cost.] 

Oven charge, 9 tons. 

(Ovens may be larger or smaller than this, but 9 tons would be 
about the average charge for the modern type of oven.) 

Coking-time, 24 hrs. 

Coke produced on 70 per cent yield =6.3 tons per oven in 24 hrs. 


By-Products.— 

Ammonium Sulphate. 22 lbs. per net ton of coal=31 Ibs. 
per net ton of coke. Value, 2.25c. per lb. above cost of manu- 
facture =7oc. per ton of coke made. 

Tar. 8.5 gals. per ton of coal=10.7 gals. per ton of coke. 
Value at 2c. per gal.=21c. per ton of coke. 

Surplus Gas. 5,000 cu. ft. per ton of coal=7,143 cu. ft. per 
ton of coke. Value at roc. per 1,000 cu. ft.=71 cents per ton of 


coke. 
Total Value of By-products as Above 
Ammonium sulphate. ..0;..4- +. <240-++) $0.70 
FL AN UT Ie tle ie cher ceee eae Dei onn ae 0.21 
Ce ING! ie ahha less ein aalet 0.71 
Value per ton of coke............+--- $1.62 


Assuming coal to be worth $1.50 a ton, add to the foregoing the 
difference between 60 per cent yield in beehive ovens and 7o per cent 


in by-product ovens on the same coal 
Coal per ton of coke produced in beehive oven... ..$2.50 


Coal per ton of coke produced in by-product oven.. 2.14 


Balance in favour of by-product oven.......- $0.36 


*The Manufacture of Coke. By F. E. Lucas. Bulletin of the American Institute 
of Mining Engineers. No. 71, p. 1324. 
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So that the total saving in coal and by-products equals $1.62 + 
$0.36 =$1.98 per ton of coke made, =$12.47 per oven in 24 hrs.= 
$4,551.55 per oven per year ; or for by-products alone, without counting 
the saving in coal, $3,723 per oven per year. 

For a plant of roo ovens, the saving =$455,155 per year. Cost 
of rtoo-oven plant complete, approximately $1,000,000. A 1oo-oven 
plant of the above-mentioned capacity will produce 630 tons of coke 
per day = 229,950 tons per year, working on 24 hrs. coking time. 

If benzol is recovered, it will further add to the income from by- 
products. 

MARKETS FOR By-PRODUCTS 


Gas.—The gas can be used to furnish power for mining purposes. 
Where there is a market near at hand, the most profitable use for the gas 
is for illuminating and domestic purposes. As stated before, one ton 
of coal will furnish about 5,000 cu. ft. of gas over and above that re- 
quired for heating the ovens and coking the coal. The gas has a thermal 
value of from 500 to 550 B.T.U. per cubic foot. In gas-engine prac- 
tice, about 25 cu. ft. of such gas will develop one brake horse-power 
hour. When burnt under boilers in connection with reciprocating 
steam engines, about three times this amount of gas will be required 
to develop one brake horse-power. 


Ammontia.—The ammonia may be recovered as ammonium sul- 
phate, or concentrated crude ammonia containing from 14 to 18 per 
cent NH3. In the latter instance, it can be disposed of to manufacturers 
of alkali, soap and chemicals of various kinds. In the form of ammon- 
ium sulphate, it is used chiefly as a fertilizer, containing approximately 
20 per cent of nitrogen, a most valuable fertilizing element. 

The market for ammonium sulphate is practically unlimited, and, 
in the near future, enormous quantities will be required to maintain 
the fertility of the soils of the Prairie Provinces. These soils were 
formed by sedimentation from large glacial lakes and are com- 
posed of granitic-rock particles containing the potassium and 
phosphorus which were accessory constituents of the granite. Some 
of this material has been weathered and made suitable for 
agriculture by the action of the ice, glacial rivers and the atmos- 
phere. The soil having been exposed to the action of the weather for 
ages, plant life has grown on it, died, decayed and, in this process, 
has fertilized the land. At the present time, crops are being taken off 
the land and no fertilizer is added to replenish it. As a consequence, 
the thin fertile layer of surface soil is already becoming exhausted. 

The extent to which the depletion of the fertilizing elements has 
gone on may be approximated from the information obtained by an 
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agricultural survey of representative farms in these provinces conducted 
by the Commission of Conservation. In this survey, information was 
obtained concerning the present crop yield of the Prairie Provinces as 
compared with those of ten and twenty years ago. In Manitoba 56 
per cent of the farmers visited reported an average decrease of 12 per 
cent in yield as compared with ten years ago, and 9 per cent reported 
a 24 per cent decrease as compared with twenty years ago. Only 
two farmers of the 100 visited reported any increase in yield, and 
practically all said they were not now getting the yield they should nor 
what they formerly did. In Saskatchewan, 42 per cent of the 
farmers visited reported an average decrease of 7 per cent in yield as 
compared with ten years ago. In Alberta, 16 per cent reported an 
average decrease of 25 per cent in yield as compared with ten 
years ago. In some districts, where crops have been grown for 
only ten years, a decrease in crop yields is quite noticeable. 

The rapidity with which the fertility of the soil is being exhausted 
by the present single-cropping system shows that by-product coke 
oven plants will eventually have an enormous market for the ammonium 
sulphate they produce. 


Tar.—The yield of tar varies a good deal, according to the quality 
of the coal and the efficiency of the cooling-apparatus, but may be 
considered as from 7 to 9 gals, or about 77 to 100 lbs. ‘per ton of coal. 

It may be worked up into various marketable products. A great 
deal of it is used as a coating for pipes, castings and all kinds of iron 
work, and in the manufacture of water-proof paint. Felt is saturated 
with it to make various forms of prepared roofing and water-proofing. 
On distillation, it forms pitch and light and heavy oils. The pitch is 
used for paving, water-proofing, and as a binder for the manufacture 
of coal briquettes. The amount of pitch recovered in this way from 
one ton of coal, varies from 51 to 67 lbs. In other words, the pitch 
recovered from one ton of coal is sufficient to briquette one-half ton 
of coal briquettes. | 

In 1910, Canada produced about 367,285 tons of beehive coke* 
from beehive ovens, valued at $1,658,987, from 575,582 tons of coal. 
Consequently, there was enough pitch wasted to briquette 287,000 
tons of coal. This waste has occurred regardless of the fact that over 
1s per cent of the output of many of the mines has been wasted as 
slack coal. It can be seen from this that there is an unlimited market 
for pitch as a binder in the manufacture of briquettes in the locality 
where the tar would be produced. 


*The figures for 1911 are not given, as the coke ovens were closed down for a 
portion of the year on account of a coal strike. 
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Creosote.—In the distillation of 77 to 100 lbs. of tar (the tar recov- 
ered from one ton of coal), about 17 to 22 lbs. of creosote oils are ob- 
tained. This is equivalent to from 1.6 to 2.1 gals. Creosote is used 
as a preservative of wood, and in the manufacture of chemicals. 


Woop PRESERVATIVE TREATMENT 


By far the largest part of the oils distilled from coal-tar in Bare 
is employed for preserving railway ties, telegraph poles, and piles used 
for harbour piers. In the West, there is an almost unlimited market 
for creosote for preserving mine timbers and railway ties. 


Railway Ties.— With regard to railway ties, the following, 
quoted from Bulletin No. 35, Forestry Branch, Department of the 
Interior, is of interest :— 


In Canada during 1911 only 206,209 ties received preservative 
treatment, or about 1.5 per cent. of the total number purchased. 
This is nevertheless an indication of the growing interest taken in the 
subject by tie-users. In 1910 practically no treated ties were used, 
but since that time two plants have been established and are now 
treating ties for some of the larger railway companies. 

An estimate of the saving that could be accomplished by a 
more universal use of treated material is of great interest. The 
average life of an untreated tie is seven years, and with the in- 
creasing use of perishable woods like jack pine, hemlock and spruce, 
this figure will be greatly reduced in time. 

Assuming that there are about 70,000,000 ties placed in road- 
beds on well established lines in Canada, and that one-seventh of 
these are replaced each year, one can safely estimate the annual 
replacements at 10,000,000. The average life of a treated tie is 
seventeen years, and if the ties in use in Canada were treated the 
annual replacements would be one-seventeenth of the 70,000,000, or 
only a little over 4,000,000. To make this estimate conservative we 
can call the saving 5,000,000 ties a year. The average tie is cut from 
a log containing 70 feet, board measure, of material, so the result 
would be an annual saving to the country of at least 350,000,000 feet, 
board measure, of raw material every year. 

The saving in dollars and cents to the tie purchasers is also 
worth considering. The average tie purchased in 1911 cost 38 cents 
at the point of purchase, and 20 cents to put in place ; this brings the 
initial cost to 58 cents. In an untreated state this tie would last 
7 years, and if the initial cost is divided by the number of years’ service 
and a rate of interest of 5 per cent on the investment allowed, the 
annual cost of such a tie is found. This would amount to a trifle over 
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ro centsa year. If the same tie were treated with creosote at a cost 
of 35 cents, it would last seventeen years. Its initial cost would be 
93 cents, and its annual cost through its lifetime only about 8 cents. 
This would result in a saving of two cents per tie per annum, and, 
applied to the 70,000,000 ties in use, would amount to a saving of 
$1,400,000 annually. 

In considering the advisability of applying preservative treatment 
to railway ties, the question of mechanical wear cannot ‘be neglected. 
In the case of the softer woods it frequently occurs that the tie is 
actually worn out long before it decays. The constant sawing and 
cutting of the rail and the pulling and redriving of the spikes cannot 
be prevented by preservative treatment. A thorough impregnation 
with creosote reduces the moisture content in the tie and prevents 
further absorption of moisture. The result of this is an actual 
increase in the strength of the tie, but its amount can hardly be 
measured. 

If, however, tie plates are used to prevent this excessive 
mechanical wear and if preservative treatment is applied to prevent 
decay, the average life of the tie can be greatly increased. In 
addition to this, inferior species can be used for ties at a further 
saving. Jack pine, spruce, hemlock, lodgepole pine, Western yellow 
pine and many other species cannot be used economically for ties at 
present on account of rapid decay or mechanical wear, but were they 
treated and protected they would make excellent tie material. 


Mine Timbers —With regard to preservative treatment for mine 
timbers, the following is quoted from Bulletin No. 107, Forest Service, 
U.S. Dept. of Agriculture : 

The results of the investigations discussed in this bulletin may 
be summarized as follows : 

1. Decay is, in general, the agency most destructive to timber 
used in mines. 

2. Although decay may often be retarded by peeling and 
seasoning, treatment with a suitable preservative is more effective. 

3. The average life of green, unpeeled, and untreated loblolly- 
pine gangway sets, under the conditions of the experiments discussed, 
was less than one and one-half years. Brush treatments with creosote 
and carbolineum increased this to three and four years, while impreg- 
nation treatments with zinc chloride and creosote left from 70 to go 
per cent of the timbers sound at the end of four years. 

4. The use of treated timber results in a saving in the cost of 
maintenance of workings and a reduction in the amount of timber 
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required and makes possible the utilization of inferior species of 
wood. Gy 


s. Brush treatments are economical when the amount of 
timber to be treated will not warrant the erection of a small open- 
tank or pressure’ plant, or when only a short increase in service is 
required. 


6. The open-tank process is adapted to the treatment of 
small quantities of easily impregnated timber. When a large 
amount of material is to be treated, a pressure process should be 
used. 


7. Mine timbers impregnated with zinc chloride and creosote 
oils have shown the best results. Up to the present, no difference 
in their durability has been noted. 


8. An efficient system of inspection and careful supervision n 
the use of timber will reduce waste and result in considerable 
economy. Necessary waste can in many cases be utilized. 


APPENDICES 
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Explanatory 


Information with respect to the Coal Mines of 
Western Canada, given in Appendix I. was collected 
and compiled during ro11, while that for Nova 
Scotia was prepared in 1912. In so far as possible, 
however, this information has been brought up to 
date. — Edttor. 
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APPENDIX | 


COAL MINES OF NOVA SCOTIA 


y INTRODUCTION 


URING the earlier history of coal mining in Nova Scotia con- 
siderable waste occurred in the mining and utilization of coal, 

but, at the present time, owing to the great demand for coal for domestic 
use, power and smelting, the larger producers have, as a matter of 
business, incurred heavy expenditures to effect the maximum economy. 

These economies may be considered in connection with the fol- 
lowing operations : 

1. Mining 

2. Utilization of Coal 


MINING q 
Under this head, it is necessary first, to msider how the coal 
lands are disposed of ; also, the provisiove (direc? «+ ;ndirect) with 


regard to methods of mining employed. 

DisPosaL OF CoAL Lanps.—The coal lands are disposed of under 
a leasehold system, the term of the lease being twenty years (except in 
” special cases), with the option of three renewals, making a term of 
eighty years in all. Under these conditions, there is little incentive to 
fevered haste to rob and ruin valuable coal-seams, and more care is 
exercised in gaining a thorough knowledge of the conditions of occur- 
rence of the coal, before the method of extraction is adopted. The long 
period lease also gives confidence to capital and permits larger expendi- 
tures, that the waste in the mining and utilization of the coal may be 
reduced to a minimum. 

Other advantages of a leasehold system are : 

1. The government obtains a revenue from every ton of coal 
produced. 

2. The government retains the title to the coal area which would 
not be the case if disposed of in fee simple. 

3. There is less likelihood of conflict between owners of surface 
rights and owners of coal rights. 

4. Private interests cannot hold coal lands for speculative pur- 
poses. 

5. The government has the power to insert in the leases, clauses 
that will prevent wasteful mining operations, and also to require the 
operators to give complete information relating to the work. 
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The method of mining to be adopted in the different localities is 
generally understood, and, before a mine can be developed or a new 
section of a mine opened up, it is necessary that the plans be approved 
by the Department of Mines. In addition, the Government requires 
all operators to make yearly returns showing the extraction obtained, 
etc. The following is a reproduction of the ‘‘ Coal Depletion Statement’’ 
issued by the Nova Scotia Department of Mines : 


COAL DEPLETION STATEMENT 


eceoececeoeceecnweoererec eee ero e eee oo eee oe eee eo ree eee wee ee eee ee eo ee oe oe ee oH eO He ee Oe ee oo 


ITEMS QUANTITY 
Average thickness of coal seam in feet......... 0... cece cece ce cece eeee 
FA TAG IBLE IP) rotate eis eens iE cake te: ice sinter > Lane Biden che eee Te aeeinee ke ee 
ATER WOLKE OVEEOUEINE CAT ela, wih oie cee wie oe ae platy ee Ee rete oe ee 
Total quantity, by calculation in tons, in area worked over during year.... 
Quantity extracted in tons from area worked over during year.......... 
Percentage of quantity extracted from area worked over during year...... 
Quantity in .tons, remaining in area worked over during year......... 
Quantity, in tons, recoverable from area worked over during year........ 
Percentage loss or not recoverable from area worked over during year.... 
Total area in acres worked over in the colliery at close of 1906.......... 
Total area in acres worked over in the colliery at close of 1910.......... 


‘Name cor? 3N 0;\)-Of \eoliery 25 ot eee re ie eae at ne aes eee et 
Namie sot eoal ‘seaman: (2). 2\. teen uk ShB, where ee eer Go ance aan) ecu eae 
System sor avorking aie es. eee ee a ee FOE GA NA aN ico 
Total area proposed to be worked from.............. colliery.... 
Renvarks. 2230: D8 pe aoe ey Gene uae a SU Be GENRE: © coe PU nee amie tee Se dete 


The information thus obtained is not only of value in determining 
the rate of exhaustion of the coal-fields, but also allows a comparison 
of the methods adopted, thus tending to standardize the methods 
employed. | 

Mininc Metuops.—As a result of the systematic manner in which 
mining is carried on in Nova Scotia, large sections of coal have been 
mined with but very little loss. It is the practice, generally, to mine 
the highest workable coal seams first and to leave large pillars in advance 
work to support the weight of the superincumbent strata. Where super- 
imposed seams are worked contemporaneously, the work in the upper 
seam is kept well in advance of the lower, and pillars are never drawn 
in the lower seam until all the pillars in that section of the upper seam 
have been removed and the roof allowed to settle. 

Submarine mining is carried on to a considerable extent in Cape 
Breton, and, with the exception of the flooding of the mine at Port 
Hood, no accidents have occurred and no coal has been lost. Generally 
speaking, few submarine pillars have yet been extracted, but the pillars 
left are of such dimensions that it will be possible, where sufficient cover 
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exists, to recover them in retreat, after the boundaries of the mines 
have been reached. Where seams extend seaward beyond the limits 
of a submarine property, drawing the pillars should be forbidden. If 
the company’s lease does not provide that they be left 3 in place, com- 
pensation for the pillar coal could be made. 


With regard to size of the pillars and width of rooms in Dominion 
Coal Co.’s submarine areas below the 180-feet limit, the following 
dimensions were agreed upon as a standard, in 1904: 


DIMENSIONS OF ROOMS AND PILLARS, DOMINION COAL CO. 


HarBourR SEAM HvsB AND PHALEN SEAMS 
Depth PERCENTAGE 
of cover oF Coat LEFT 
(feet) Room Room Size of IN PILLARS 
width width pillar 
(feet) (feet) (feet) 
200 20 20 51 
250 20 20 51 
300 20 20 54 
350 20 20 56 
400 20 20 58 
450 20 20 60 
500 20 20 61 
550 20 20 63 
600 20 20 64 
650 20 20 65 
700 20 20 66 
750 20 20 67 
800 20 20 67 
850 20 20 68 
900 20 20 69 
950 20 20 69 
1000 20 20 70 


No cross-cut to exceed 12 ft. in width. 


The parties to this agreement were P. Neville, John Cadegan, and 
Neil Nicholson, Government Inspectors ; and Austin King, Supt. of 
Mines for the Dominion Coal Co. In April, 1907, Messrs. Neville and 
Mr. Cadegan reported this matter to Dr. Gilpin, Commissioner of 
Mines, and recommended that no change be made at present, and Dr. 
Gilpin confirmed the recommendation. 


The following table shows the thickness of barrier pillars usually 
left in the mines operated by the Dominion Coal Company : 
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WIDTH OF BARRIER PILLARS, DOMINION COAL COMPANY 


To BE Lert on Bots SIDES OF ALL DEEpPs, ALSO ON LowER SIDE oF LEVELS WHERE 
PILLARS ARE TO BE DRAWN BELOW THEM. 


HarBour SEAM* Hus AND PHALEN SEAMST 
Depth of cover — 
(feet) Width of barrier pillar Width of barrier pillar 
(feet) (feet) 

0 60 90 
50 66 100 
100 72 108 
150 78 118 
200 84 126 
250 90 136 
300 96 144 
350 102 154 
400 108 162 
450 114 172 
500 120 180 
550 126 190 
600 132 198 
650 | 138 208 
700 144 216 
750 150 226 
800 156 234 
850 162 244 
900 168 252 
950 174 262 
1000 180 270 
1050 ; 186 280 
1100 7 192 288 
1150 198 298 
1200 204 306 
1250 210 316 
1300 216 324 
1350 222 334 
1400 228 343 
1450 234 352 
1500 240 360 


In the Pictou coal field the conditions are not so favourable for the 
high extraction of coal as in the Cape Breton coal areas. Thus, the 
great thickness of some of the seams makes it impossible to mine all 
the seam at one lift ; then high dips quickly increase the depth of cover 
over the workings, thus making timbering, haulage, pumping and 
ventilating problems more difficult ; some of them are liable to fires _ 
due to spontaneous combustion, and, in several mines, the top bench of 
the seams was removed a number of years ago. Notwithstanding the 
above-mentioned disadvantages, the top coal and the bottom coal, 
which had been previously left in the mine, are now being recovered 
so far as is economically possible. 


* Thickness mined from Harbour seam, 6 ft. 
+ Thickness mined from Hub and:Phalen seams, 9 ft. 
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UTILIZATION OF COAL 


Among the economic uses of coal in Nova Scotia may be men- 
tioned : 

(1) The generation of power for mining purposes ; 

(2) The coking of coal in by-product coke ovens ; 

(3) The briquetting of slack coal. 


GENERATION OF PowER—Generating electric energy at central 
power plants and transmitting to surrounding collieries has been de- 
veloped to such an extent that some of the collieries are now operated 
entirely by electricity. Electric cables are carried underground by means 
of bore-holes and the energy is used for mine-haulage and pumping pur- 
poses. These plants present many new and up-to-date features such as 
low-pressure and high-pressure steam turbo-generators and mechanical 
stokers for firing the boilers with low-grade slack and splint coal. 

The Dominion Coal Company has recently installed a power plant 
at Waterford lake in which Bettington boilers,* fired with pulverized 
low-grade coal generate steam for the turbo-generators. These boilers 
are the first of their kind to be installed in America, and will, itis claimed, 
give a higher efficiency than any other boiler on the market. 


Coxine oF Coau.—Practically all the coke produced in Nova 
Scotia is made in some type of by-product oven. The Dominion Coal 
Company recevers gas, tar and ammonia as by-products. The Nova 
Scotia Steel and Coal Company recovers only the gas, but is considering 
the erection of by-product ovens. The coking of coal in by-product 
ovens is important, not only on account of the value of the by-products 
recovered, but also because the briquetting industry is dependent 
upon a supply of tar or pitch as a binder. 

Much slack coal is now made in mining operations in Nova Scotia, 
and as the higher grades of coal become less plentiful, lower-grade seams 
will be worked and more slack obtained. There are, at present, three 
coal briquetting plants in operation—Inverness Ry. and Coal Co., 
Inverness, MacKay Mine and Colonial Mine, near Sydney Mines. 
The Dominion Coal Company also has a briquetting plant under con- 
sideration, but has not yet decided where it is to be erected. 


Dominion Coal Company 


This company is by far the largest coal producer in Canada. In 
1912 the output of the Glace Bay Mines was over 4,500,000 long tons, 
while the production for 1913 will probably be 4,750,000 long tons. 


*For description of these boilers see p. 63. 
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The company controls 125 square miles of coal lands in Cape 
Breton, of which 75 square miles are held under special 99-year lease 
from the Government of Nova Scotia, instead of the regular 20-year 
lease. In return for this concession, they pay the Provincial Govern- 
ment a royalty of 1244 cents per long ton on all coal mined in this area. 
The remainder—so square miles—is held under 20-year leases, and is 
subject to a royalty of 10 cents per ton. 


The area held by this company extends from the eastern outcrop 
of the Morien basin on the east, to the termination of the coal measures 
at cape Dauphin on the west, and includes the Morien Basin, Glace 
Bay basin, Lingan-Victoria field, and a portion of the Sydney Mines 
basin. 


F. W. Gray, of the Dominion Coal Company, in a pamphlet on 
Mining and Transportation, states that :* 


“The following summary of the coal contents of the areas con- 
trolled by the Dominion Coal Company was prepared by the 
late Dr. E. Gilpin in 1902, at which time Dr. Gilpin was 
Commissioner of Mines for Nova Scotia. No seams under 
three feet in thickness are included and in making the calcu- 
lation Dr. Gilpin stated that ‘the usual uniformity, regularity 
and freedom from faults of the strata and coal beds of this 
district permit of exceptional confidence being placed in any 
estimate of coal contents.’ 


SUMMARY 
Tons (2,240 lbs.) 
MoriensBasin to ita aa cto ek, stant ae een 114,040,000 
lace Bay Basil nic erm ie ee ce eee een cee 527,500,000 
Linvan-Victoria Basinien we tate elle ee re 484,160,000 
Sydney Mines Basin.......... my RS ad 309,600,000 


1,435,360,000 


Portions of the land and submarine areas of Morien and Glace Bay 
basins have been developed by the company, but very little coal has yet 
been mined in the Lingan-Victoria basin and no work at all has been 
done in the Point Aconi district of the Sydney field. 


The following table shows the thickness and equivalency of the 
known coal seams within the areas above mentioned : 


_ * Mining and_Transportation. A General Description. By F. W. Gray. 
Mines Publishing Co., Toronto, 1909. 
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COAL SEAMS, SYDNEY COAL-FIELDS 
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SHOWING THE EQUIVALENCY OF THE PRINCIPAL CoAL SEAMS IN THE SyDNEY CoAL 
FIELDS WITH THE INTERVENING STRATA IN THE SEVERAL BasIns* 


Cow Bay Basin. Glace Bay Basin. 
Name of Seam and Name of Seam and 
Thickness Thickness 
Blockhouse...... wr VE bles banana Gr O). 8 
a Mere We a 302’ 0 ‘ pirets essa é 359’ oi 
9 eed BREE = ee ie | ian) arbour’... 4 5 
PAPAL ete: tess 119’ 0” Siratals.d< i: 269’ 0” 
ORIN Migs awe. «:s ZB AO™ Bouthillier.... 3’ 0” 
et : 5 a RR 139’ 0’ ; Pe Latta EF, oP se 
cAuley.... 00.3: 4 ackpit...... 
Urata sss sce e 202’ 0” PbLAabas<.. 0% ccs 98" OF 
Strata. iiaa) o” | Stratacs 2.0148" 0” 
Long Beach Seam 2’ 2” Ross... ge ar Gs 
Strata. .k 393’ 0” 
Louvey. . ss ag i 
Sydney Mines. Boularderie. 
Name of Seam and Name of Seam and 
Thickness Thickness 
Cranberry Head.. 3’ 8” Point Aconi.. 3’ 2’ t 
Miratae sd coc isos 281’ 0” eg teh SS ss at a) 
Lloyd Cove...... pee ONAL occ oes 
Strata RP ont, 250’ 0” Strata . 219°" 0" 
Beatin ites cess ac 63 4’ 2” Saher sean ee £ j 
POPPA ES eyo a  wic gins « 352’ 0 CPOtG ds 
Sydney Main... .3 to 6 ft. Seam Gy... : Be Olt 
PRAHA? t's a'x'e « 260’ 0” So eae. ee 
f 
Bee ot OF |: Siesta 000) 1176! 0" 
Indian Cove..... 5’ 0" Black Rock... 3’ 0” 
Miratat.: fk sess 4! 0’ Hea ipa Ae aa a5 
Seam I. .....65- ae. eam Bs. 
BEreLA ccs < hos 1125-00 SEAT Eck te 44’ 0” 
BGI Vacs 25-00 38 a 4’ 0” Seam G...... OCLs 


*Condensed from Mr. Fletcher’s tabulation in 


The correctness of the above corre 
gation of Coals in Canada, 


Coal Fields.’ 
authorities. 


(Extracted from report on Investt 
Mines, Mines Branch, 1912.) 


Lingan. 
Name of Seam and 
Thickness 

BeamnA veh .sul. 3’ 
SEPAta oie 306’ 
Carr seams..... 9’ 
Stratain estos e+ 183’ 
Barachois...... 10’ 
Strate: 25 .2.9.5. 350’ 
David Head. <2 67! 
SErata an aes S Zoek 
Seam De fe . 
Strata aeek wae 81’ 
North Head..... 4’ 
trata civ ce 96’ 
Lingan Main... 7’ 
trata s caves 111’ 
pean G Miao ce a 
Strataies't., aeatk Qo. 
orertnal  lenat guna i 


Cape Dauphin. 
Name of Seam and 


Thickness 
Seam Dy... 6ikh. i 
SEratad.cjowek aes 237’ 
Hour (eet. csc. 3 4’ 
Sirata: Scie 53’ 
Seamobaciiduach yg 
Slerata. cs a tues ak 54’ 
Siar beetecsie ce FOr 


8” 
0 
0” 
0” 
OFF 
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Besides seventeen mines now in operation in Cape Breton, the 
Company has acquired and operates the collieries of the Cumberland 
Coal and Railway Co. at Springhill in Cumberland county. It also 
owns and operates the Sydney and Louisburg railway, which connects 
the mines with the shipping piers at Louisburg and Sydney harbours 
and owns a fleet of steamers engaged in transporting coal to the different 
maritime markets. : 

The following are brief descriptions of the different collieries in 
operation :* mK 
DomINIon No. 1 COLLIERY. © 

This mine is situated on the Sydney and Louisburg railway, about 
ro miles from Sydney and 30 miles from Louisburg. » 

The Phalen or upper seam in this area is worked from a shaft, 
24 ft. by 101% ft., and 160 ft. in depth, and which is divided into two 
compartments, one for hoisting coal and the other for men. ‘There are 
also an air shaft and a shaft for carrying the endless haulage ropes 
underground. 

The seam has an average thickness of about 74 ft., and contains 
a thin parting of ‘‘bone’’ about eighteen inches from the pavement. 
The dip is about 314° to the east. There is a false roof over the coal 
consisting of a few inches of shale ; the main roof is sandstone, from 5 ft. 
to 8 ft. in thickness. The pavement is smooth and consists of a hard, 
sandy shale. The seam is extremely regular in character and no faults, 
except an occasional one of a local nature, are encountered in the work- 
ings. 

The mine is develop.“ by two main roads, the South deep and 
the Angle deep. The South deep is driven to the dip for a distance 
of about two miles to the barrier separating No. 1 workings from No. 2 
Colliery. The Angle deep is driven at an angle to the dip for a distance 
of about two and one-half miles. The workings off the Angle deep are 
largely submarine and the present working face is about three-quarters 
of a mile beyond the shore line. 

Metuop oF Mininc.—The method of working is pillar-and-stall. 
Levels are driven off the main deeps every 1600 feet. The main gang- 
ways are 20 ft. wide and the deeps, narrows, and headways are 12 ft. 
wide. The rooms are driven 20 ft. wide and vary from 400 ft. to 800 
ft. in length. ‘The level and room pillars are 40 ft wide and crosscuts, 
12 ft wide, are driven every 66 ft. | 

In the submarine workings, the mine is divided into panels less 
than one-half square mile in area and bounded by go-ft barrier pillars. 


*In these descriptions, free reference has been made to different articles on 
the equipment of these collieries, written by F. W. Gray, and published in the Cana- 
dian Mining Journal. 
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As the South deep reaches the barrier of No 2 Colliery, the pillars are 
being drawn and the slope will be abandoned. These pillars are being 
drawn from the boundary towards the deep, and the line of pillar 
faces is kept so that it always makes an angle with the slope. The 
roof falls almost immediately and settles down tight on the cave. By 
drawing the pillars in this systematic manner, over 9s per cent of the 
coal is recovered 


In the submarine work, the pillars are not drawn and the present 
extraction in advance work is about 40 per cent , but they are of such 
dimensions that, when the boundary is reached and the mine is to be 
abandoned, they could probably be drawn in retreat. The maximum 
cover over the present submarine workings is about 500 ft. 


BriasTinGc Metuops.—Humidity reports are made at several points 
in the intake and return air-ways, but the mine is naturally dry. Sprink- 
ling is done by means of air pipes used as water mains, and also, in 
places, by tanks. Four-fifths of the production is machine-mined coal, 
the remaining fifth being mined by hand. The coal cutters used are 
operated by compressed air and are of the puncher and shearing types. 
The shooting is done by battery, Monobel and No. 6 high tension deto- 
nators. The tamping material is clay, the major portion being sent 
into the mine and the remainder dug there. The cuttings from the 
machines are loaded into cars and sent out of the rooms before shooting. 

VENTILATION AND LIGHTING.—The mine is ventilated by a Capell 
fan delivering 175,000 cu. ft. of air per minute, a Murphy fan, which 
can be driven from the same engine, being held asa reserve. There are 
two equal splits in the air current, one going to each district and return- 
ing by way of the South and Angle deeps, respectively. The hoisting 
shaft is used as the upcast. | 

In timbering the mine 114 lineal feet of props and booms is used 
per ton of coal mined. 

The stables and pit bottom are equipped with electric lights, voltage 
110, but, with these exceptions, Ackroyd and Best electrically-lighted 
safety lamps which burn kerosene oil are used exclusively underground. 
Stations for re-lighting these lamps are maintained in different portions 
of the mine. 

HavuLaGE.—Haulage on each of the main deeps is performed by 
endless rope, the engines being situated on the surface and the ropes 
carried underground by means of the material shafts. These engines 
are 28 in. by 60-in. stroke. Compressed air tail-rope haulage is used 
on some of the levels. A first motion engine 20-in. by 54-in. stroke, 
drum 8 ft. 9 in. in diameter, is used for hoisting out of the shaft. The 
cages used are of the self dumping type. 
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Forty-six-pound rails are used in the deeps, 30-pound rails in levels 
and headways and 18-pound rails in the rooms. 

The mine is equipped with steam and electric pumps capable of 
discharging 1700 gals. of water per minute. 

The boiler plant consists of five 212-h.p. and two 318-h.p. water 
tube boilers, which are fired with slack coal from the screening plant. 

Compressed air for coal cutters and mine haulage is supplied by 
three air compressors, each having a capacity of 2500 cu. ft. of free 
air per minute. 

BANKHEAD.—The bankhead is a steel structure, housed with 
corrugated iron, and fitted with shaking screens and picking belts. 
Three sizes of coal can be obtained : | 

Domestic—that which passes over a 2-in. bar screen. 

Screened—that which passes over a 34-in. net screen. 

Slack—that which passes through the 34-in. net screen. 

The coal is loaded direct into 3s5-ton steel hopper and 15-ton 
wooden cars and shipped over the Sydney and Louisburg railway to 
the shipping piers. 

The mine has an output of about 2,000 tons per day. There are 
490 men employed underground and about 100 above ground. 


No. 2 COLLIERY 


This colliery is situated on the main line of the Sydney and Louis- 
burg railway at Glace Bay. It is the largest operated by the Dominion 
Coal Company, and one of the largest coal minesin America. ‘Theseam 
worked is the Phalen, having an average thickness of 7} ft. and a dip 
of 4° to s° to the eastward. The hoisting shaft is sunk near the out- 
crop of the Hub seam, and cuts the Harbour and Phalen seams at 405 
ft. and 860 ft. from the surface, respectively. It is 37 ft. x 10 ft. wide 
to the Harbour seam, from which point it is 21 ft. x 10 ft. wide Itis 
divided into five compartments, two for No. 9 Colliery, two for the 
No. 2, and one for a pipe compartment. The workings from this shaft 
on the Harbour seam are known as No. g Colliery. 

The mine is developed by a pit-bottom level, 5000 feet in length ; 
headways and deeps have been driven from the level for the purpose 
of recovering the coal to the rise and to the dip. 

System or Mininc.—The system of mining is bord-and-pillar. 
Rooms are 20 ft. wide and from 300 ft. to 4.» ft. in length ; pillars 
are from 48 ft. to 60 ft. thick, depending upc the cover, which varies 
from 7oo ft. at the rise workings to 950 it. in the submarine. The 
deepest workings are under the sex -ne mile beyond the shore line. 


este 


No. 2 anp No. 9 CoLLigRIES, DOMINION COAL 


. Baum WasHEry, Dominion Coat Co,, SypNEY, N.S. STEEL BANKHEAD 
Co., NEw ABERDEEN, N.S. 
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Some pillars have been drawn under the land area, but none have yet 
been drawn in the submarine. 


Buastinc Metuops.—The mine is naturally dry, and humidity 
records are made at several points in the intake and return air-ways. 
Sprinkling is done periodically by means of air pipes used as water 
mains and also by water pipes laid for this purpose. In some sections, 
the dust is swept up and taken out of the mine. 


The coal is mined by compressed air machines of the puncher type ; 
boring and shearing machines are used in narrow work. The shooting 
is done by battery, Monobel and No. 7 detonators. The tamping 
material is clay, which is sent into the mine. The cuttings from the 
machines are loaded into cars and sent out of the room before shooting. 


VENTILATION AND LIGHTING.—The mine is ventilated by a Dixon 
fan (Guibal type) 24 ft. by 9 ft., belt driven from a steam engine, 20 in. 
by 42-in. stroke. A similar steam engine is installed as a spare. A 
Walker fan, 20 ft. by 6 ft. 6 in. and rope-driven from a steam engine, has 
now been installed to ventilate No. 2 and No. 9 Collieries. There are 
five splits in the air current ; two ventilating the rise workings on the 
north side ; one ventilating the rise workings on he south side ; and 
two ventilating the deep wo-kings on each side. 


Electric lights are used at the shaft bottom and for a short distance 
along the main roads, but, with this exception, Ackroyd and Best 
electrically lighted safety lamps are used exclusively underground. Re- 
lighting stations are maintained in different portions of the mine. 


In timbering the mine, .22 lineal feet of props and booms are used 
per ton of coal mined. 


HavutacE.—Eight high-pressure compressed air locomotives are 
used in the levels. Compressed air hoists are used in the headways 
and deeps. The mine cars weigh 1850 pounds each, and have a capa- 
city of 1.95 tons of coal. 


The pit bottom is equipped with two units for handling the coal. 
The following is a brief description of one of these : 


The loaded cars are gathered from the main roads and delivered 
to the shaft bot om by means of compressed air locomotives They 
are weighed, and then run by gravity on to a revolving tipple operated 
by compressed air. A catch, operated by the car, which permits only 
one car to enter and leave the scales at one time. 
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The coal is discharged from the tipple on to either of two inclined 
chutes, which have a capacity of 8 tons each, and which are placed 
opposite to each of the hoisting compartments in the shaft. The mouth 
of the chute is closed by a hinged door fastened by a catch. The hinge 
of the door is attached to a pulley over which a chain and counterpoise 
for closing the door is hung. The other end of the chain is fastened to 
the opposite side of the shaft, so that, when the door is shut the chain 
stretches across the shaft. When the hoisting tank is lowered almost 
to the bottom, the door latch is opened by the descending tank. As 
the tank is lowered still further, pulleys on the bottom of the tank 
engage the chain and draw down the door, which forms the lip of the 
chute. The coal is then discharged into the hoisting tank. 


Any coal which falls from the chute and drops to the bottom of 
the shaft is lifted by a bucket conveyer to the level of the pit bottom 
and loaded into mine cars. As the tank is hoisted, a steel roller on the 
top of it closes the door of the chute. 


The hoisting tank has a capacity of 8 tons, but the actual average 
is about 6 tons. It has an inclined bottom and is mounted on a frame 
with its centre of gravity on the same side as the dump. There are 
two sets of guide spears for the tank, one for the framework guides and 
a smaller set for keeping it from dumping in case the lock slips while 
it is in transit. On reaching the dumping level, the lock is released by a 
catch on the framework guides and the tank lunges forward, tightening 
the side chains connected to the framework and door of the tank, while 
at the same time opening its door automatically, and allowing the coal to 
discharge into a 50-ton hopper. 


BANKHEAD.—The bankhead is a large steel structure 132 ft. in 
height. It is covered with corrugated iron and contains the screening 
machinery for No. 2 and No. 9g collieries. 


The following is a brief description of the screening operations : 


The coal is fed from the hopper to four sets of shaking screens 
by means of four distributing belts set in the bottom of the hopper. 
The shaking screens are arranged so that domestic, nut, slack, or run-of- 
mine sizes of coal can be obtained. The shaking screens and picking 
belts are driven by a 7s-h.p. motor. The loading belts are driven by 
a 4o-h.p. motor. | 


The following illustrates graphically the plan of screening opera- 
tions at No. 2 colliery : 
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Automatic dump 
50-ton steel hopper 
Four distributing belts 


Four 2-in. shaking screens 
15 ft. by 4 ft. 6 in. wide: 
= a 
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34-in. shaking screens 4 picking belts, 38 I to 54 ft. long; 
speed 41 ft. per minute. 


aS | ae 
| | Loading belts ; 70 ft. by 4 ft. 9 in. wide; 
170-ton slack hopper 70-ton nut hopper speed 82 ft. per minute 
Railway cars Railway cars Railway cars 
(market) (market) (market) 


This mine has an output of nearly 3000 tons per day. There are 
800 men employed underground, and 96 above ground. 

ADDITIONAL SURFACE Macuinery.—There is the following addi- 
tional surface machinery : 

One hoisting engine, with 34-in. by 48-in. cylinders and having a 
double conical drum ro ft. and 13% ft. in diameter, and 54 ft. wide. 

One man hoist with 24-in. by 42-in. cylinders and having a drum 
8 ft. in diameter. 

The boiler plant consists of twenty 318-h.p. water-tube boilers. 
They are fired by under-feed stokers, and the draft is obtained from 
two 8-ft. Sturtevant blowing fans. Compressed air for pumping and 
haulage purposes is supplied from a battery of compressors as follows : 

One compound Walker air compressor, capacity 6300 cu. ft. of free 
air per minute ; size of cylinders, steam, 20 in. and 36 in. in diameter; 
air, 32 in. and 51 in. in diameter. The stroke is 60 in. 

Three compound Rand air compressors, capacity 3000 cu. fts-of 
free air per minute; size of cylinders, steam, 20 in. and 36 in. in diameter; 
air, 20 in. and 32 in. in diameter ; stroke, 48 in. 

Two Norwalk high-pressure air compressors, capacity 1380 cu. tt; 
of free air per minute. 

The compressor-house is of steel-frame construction with walls of 
concrete and expanded metal. In 1906, an addition was made to this 
building to house the mine’s central electric plant, whi h is described 
on page 62, under “‘Central Power Plants.” 

The surface equipment also includes machine shops, blacksmith 
shops and safety-lamp house. | 
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No. 3 COLLIERY 


This mine is situated on the outcrop of the Phalen seam about 
half way between No. 4 and No. 5 collieries. The workings from No. 
4 and No. 5 collieries form the eastern and western boundaries of this 
mine, and No. 2 Mine workings form the boundary to the dip. It was 
opened in 1889, and commenced to produce in 1900. About 3,500,000 
tons have since been produced. 

The entrance to the mine is by a slope 9s00 ft. long and 12 ft. wide 
driven on the dip of the seam, which is about 4° to the eastward. 

System or Mininc.—The method of working is pillar-and-stall. 
Levels are driven to the east and west of the main slope, 400 ft. to 450 ft. 
apart. The rooms are opened off the level and driven on the face of the 
coal which makes an angle of about 45° to the level. The rooms are 20 
ft. wide and the pillars are 25 ft. to 30 ft. wide, Spee on the cover. 
Crosscuts are driven every: 60 feet. 

There are 19 levels on the east and west ade which extend for a 
distance of about 1200 ft. on each side of the slope. 

The narrow work is almost completed and the pillars are now being 
drawn from the barriers in retreat. The work is being done in a sys- 
tematic manner similar to that already described under No. 1 colliery, 
and practically no coal is lost. 

VENTILATING AND LIGHTING.—The mine is ventilated by an elec- 
trically-driven Capell fan, the power being supplied from the central 
power plant. There are two equal splits in the air current, one going to 
the east of the slope, the other to the west. The main haulage slope is 
used for the return-air. 

Ackroyd and Best safety lamps are used exclusively underground. 


HavuLAGE.—Haulage on the main slope is performed by endless 
rope. The endless-rope engine is situated at the bankhead, 4,500 ft. 
distant from the mouth of the slope, and has a total haul of nearly 
14,000 is. 

The mine cars weigh 1895 Ibs. and have a capacity of two tons. 
All water from No. 3 Mine is now being pumped into No. 4 Mine. 

SuRFACE EquipMENT.—The boiler plant consists of three 318 h.p. 
water-tube boilers fired with slack coal from the screening plant. 

The bankhead is a wooden structure containing two rotary tipples, 
shaking screens, picking belts, etc., for making screened coal, nut and 
slack. The screening plant is driven by a steam engine 12 in. by 34-in. 
stroke. One Walker air compressor, capacity 6000 cu. ft. of free air 
per minute, furnishes power for coal cutting and pumping. 


The mine has an output of about soo tons per day. There are 
147 men employed underground and 46 on the surface. 
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No. 4 COLLIERY 


This colliery is situated on the Phalen seam at Caledonia. It was 
first operated in 1866, and has produced about 9,000,000 tons of coal. 
Of this amount, the Dominion Coal Company have produced 7,500,000 
tons, or over 83 per cent, since 1893. 

The mine is worked by a rectangular shaft, 18 ft. by 10 ft., and 185 
ft. deep, sunk near the outcrop. The workings are divided into two 
districts by a pillar of coal that underlies Glace bay and a creek that 
flows into it. The east side workings are partly submarine and will be 
extended to the No. 6 colliery barrier pillar. The west side workings 
are bounded on the west by No. 3 mine barrier pillar. 

The east side workings are developed by what is known as the East 
deep haulage slope 7000 ft. in length and the west side by the West 
deep haulage slope gooo ft. in length. 

The pillar-and-stall system of mining is used. The rooms are 20 ft. 
wide and the room pillars vary from 25 ft. to 35 ft. in thickness, depending 
on the thickness of cover. The maximum cover is 500 ft. 

Some pillars have been drawn under the land area, but none have 
been drawn in the submarine. n timbering, 234 lineal feet of props 
and booms are used per ton of coal mined. 

Biastinc Metuops.—The mine is naturally wet, but humidity 
reports are regularly made at several points in the intake and return 
air-ways. Sprinkling is resorted to where necessary. The coal in 
rooms and narrow work is mined by compressed air machines. The 
shooting is done by battery and squib, Monobel and Bulldog powder. 

VENTILATION AND LIGHTING.—The mine is ventilated by a Murphy 
fan delivering 95,000 cu. ft. of air per minute and is direct driven 
from a steam engine, the cylinder of which is 11 in. by 14-in. stroke. A 
Dixon fan, 14 ft. by 6 ft. 4 in. is held as a reserve. There are two splits 
in the main air current, one going to each district. The east side 
portion, which is split at No. 8 west level, ventilates No. 8 section and 
returns by way of the coal shaft. The lower split ventilates all the 
workings below No. 8 and returns by way of the air shaft at Bout- 
hillier’s shore. 

Electric lights, voltage 110, are used at the pit bottom and East 
deep, but, with these exceptions, Ackroyd and Best electrically lighted 
safety lamps are used exclusively underground. 

HautacEe.—Endless rope haulage is used on the East deep and 
West deep, the length of hauls being respectively nearly 7000 ft. and 
gooo ft. Main-and-tail ropes are also used on some of the levels. 

A first-motion steam engine, 20 in. by 54-in. stroke, connected to a 
drum, 8 ft. in diameter, is used for hoisting the coal. The cages used 
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are of the ordinary self-dumping type. The man-hoist is a second- 
motion steam engine, size of cylinders 18 in. by 24-in. 

The mine is equipped with electric pumps which discharge the 
water to the surface by means of bore holes. On the west side, there 
is an Aldrich five plunger pump, capacity 600 gals. per minute, and a 
Gwynne centrifugal pump, capacity 250 gallons. The east side is 
equipped with a McDougall turbine pump, capacity 420 gals. per 
minute. In addition, there is a water shaft, situated on the banks of 
Caledonia brook a short distance below the colliery, that is capable of 
hoisting large quantities of water. The electric ables are taken under- 
ground by means of bore-holes.. 

PowER PLant.—The boiler plant consists of two 160-h.p. water- 
tube boilers, and five 218-h.p. water-tube boilers. Compressed air for 
mine haulage and coal cutting is supplied by two cross-compound air 
compressors, each having a capacity of 3000 cu. ft. of free air per minute. 
The bankhead is a steel structure housed with corrugated iron and con- 
tains the usual screening arrangements and picking belts. 

The mine has an average output of 1400-1500 tons per day. There 
are 450 men employed underground and 78 above ground. 


No. 5 CoLLieRy 


This mine is situated on the outcrop of the Phalen seam near 
Reserve Junction. The workings are bounded by No. 1 Mine barrier 
pillar on the north, No. 3 Mine barrier pillar on the south, and No. 2 
Mine barrier pillar on the east. Since the mine was opened, in 1872, 
about 10,400,000 tons have been produced; of this amount, the Do- 
minion Coal Company have produced 8,900,000 tons, or 85.6 per cent, 
since the organization of the Company in 1803. 

It has been worked through three main haulage slopes, namely, 
the French, Main, and East slopes. The French slope is the only one 
now in operation, as the pillars have been drawn in others. Itis 1 1,000 
ft. in length and has a pitch of 434 degrees. The coal is approaching 
exhaustion and all the pillars are being recovered. 

The Emery seam, situated about 140 ft. beneath the Phalen, is 
being worked at No. 10 Colliery and has the same bankhead as No. s. 
The pillar drawing in the upper seam is kept about one mile in advance 
of the lower workings so that it will be possible to recover practically all 
the coal from them. The system of mining is the same as that in use 
in the mines already described. 


VENTILATION.—The mine is ventilated by two fans, one situated 
near the bankhead and the other at the mouth of the East slope, about 
one mile distant. The former is a Chandler fan, 1 5 ft. in diameter, 
driven by direct connection from a 16 in. by 22 in. steam engine. There 
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are two splits in this air current, one going to each side of the French 
slope. The East slope fan is of the Guibal type, 24 ft. in diameter, and 
rope-driven from a 16 in. by 22 in. steam engine. 


HavuLaGE.—Endless-rope haulage is used on the French slope as 
far as No. 9 landing, 9,000 ft. from the surface. From No. 9 landing 
to the bottom, ordinary trip haulage is used. 

The boiler plant consists of seven water-tube boilers with a capacity 
of 1878 h.p. Power for mine haulage, pumping and coal cutting is 
supplied by two air compressors, capacity 2500 cu. ft. each, and one 
air compressor, capacity 3500 cu. ft. of free air per minute. 


SURFACE EQUIPMENT.—The bankhead is a wooden structure and 
serves for screening the coal from No. s and No. 10 collieries. The coal 
is hauled from the mouth of the French slope on to the bankhead by 
means of a car haul, and is discharged by a Phillips dump on to a 
feeder belt which delivers it to the screens. The bankhead machinery 
is driven by electric motors, the power being supplied from the central 
power plant. 

The surface equipment also includes a lamp house, machine shop, 
blacksmith’s shop, and a carpenter’s shop, for doing ordinary mine 
repair work. 

‘The mine has an average output of about 1000 tons. There are 
260 men employed underground and 65 on the surface. 


No. 6 COLLIERY 


This mine is situated near McRae point at the eastern and southern 
extremity of the Glace Bay coal basin. It was opened by the Dominion 
Coal Company in 1904, and the present output is about 1,200 tons per 
day. There are 258 men employed underground and 75 above ground. 

As the seam worked—the Phalen—outcrops near the shore line, 
the territory is largely submarine ; the dip is about 6° towards the 
northeast. 

The mine is developed from a main haulage deep driven for a dis- 
tance of sooo ft. from the outcrop. The bottom of the deep is about 
1200 ft. beyond the shore line. The cover at the shore line is 375 ft. 
and submarine work is now being carried on. 

The pillar-and-stall system of mining is in use. In the land area, 
the rooms are 20 ft. wide and the pillars 15 ft. thick. In the submarine 
area, the rooms are 20 ft. wide and pillars, 30 ft. in thickness. Head- 
ways 400 ft. apart are driven up to the pitch from levels, and the rooms 
are opened off at right angles to the headways. Some pillars have been 
drawn from a few places under the land area but no submarine pillars 
have been drawn. 
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Biastinc Mretuops.—The mine is naturally wet, but humidity 
reports are regularly made at several points in the intake and return 
airways and sprinkling is resorted to where necessary. The coal in 
rooms and narrow work is mined by compressed air machines. 

The shooting is done by Bulldog powder and squib, and clay dug 
in the mine is used for tamping. 


VENTILATION AND LIGHTING.—The mine is ventilated by a 20 ft. 
by 7 ft. Walker fan delivering 52,000 cu. ft. of air per minute; water- 
gauge .8in. The fan is rope-driven, from a 16 in. by 16 in. steam 
engine. It is steel cased, placed on concrete foundations and the fan 
engine-house is of fire-proof construction. ‘There are two splits in the 
main air current, one going to each side of the slope. The main 
haulage slope is the return air-way. 

Ackroyd and Best electrically lighted safety lamps are used exclu- 
sively underground. 


Havutace.—Ordinary haulage is used on the main slope, 20 cars 
of 13% tons capacity being hoisted at one time. A duplex steam engine 
is used for hoisting. The cylinders have a diameter of 26 in. and a 
stroke of 48 in.; the diameter of the drum is 8 ft. and the width 4 ft. 
No. 3 level has plain haulage ; No. 4 and No. 5 levels have main-and- 
tail rope haulage, and No. 6 level has both plain and main-and-tail 
rope haulage. 

The mine pumping is done by means of compressed air pumps 
which lift, on the average, 268,000 gals. per day. 


Power Piant.—The boiler-house is of fire-proof construction 
and contains six water-tube boilers with a rated capacity of 1500 h.p. 
The draft is induced by means of Parsons forced draft blowers. An 
annex to the boiler-house contains the feed water heaters and feed 
pumps. ‘The compressor house is also of fire-proof construction and 
contains two Walker air compressors, capacity 3500 cu. ft. of free air per 
minute each, which furnish power for coal cutting, pumping and mine 
haulage. An automatic oiling and filter system is installed in the 
compressor-house for oiling the compressors. 


The cars are hauled from the mouth of the slope to the bankhead 
and returned by means of up and down automatic car-hauls. The coal is 
dumped into a steel hopper by means of a revolving side dump tipple 
and is fed from the hopper by means of two feed belts on to two sets 
of shaking screens fitted with 2-in. and 34-in. perforations. 

The lump coal is picked on picking belts and discharged into rail- 
way cars. “The slack and nut coal are carried by a conveyer and dis- 
charged into separate cars. 
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No. 7 COLLIERY 


This mine is situated near the shore line at Table head. The 
soal seam worked is the Hub, the highest known seam in the land 
area of Glace Bay basin. It derives its name from the outcrop, being 
the approximate centre of the semi-circular outcrops of the other 
seams in this coal basin. It underlies a small land area of about 
one-half square mile, but the extent of the submarine area is not defi- 
nitely known. ‘The workings are now over 5500 ft. beyond the shore 
line and are still advancing. The mine has an average output of 750 
tons per day. There are 300 men employed underground and 50 above 
ground. 

The seam was first mined in 1858 and the mine has been in operation 
for about thirty out of the succeeding fifty-four years. It has a thick- 
ness of 83% ft., but is not so regular in character as some of the other 
seams. The general dip is 3° to 4°. The roof is shale and the pave- 
ment an impure fire-clay. 

The mine is developed from the shaft by a main haulage deep 12 it. 
wide and 8100 ft. in length. Pillars 34 ft. in thickness are left between 
the parallel deeps, and pillars roo ft. in thickness are left on each side 
of the deeps. 

Metuop or Mininc.—The system of mining used is pillar-and- 
stall with panels in the submarine area. The rooms are 20 ft. wide and 
soo ft. in length, between headways. The room pillars vary in thick- 
ness, depending on the amount of cover over the workings. The fol- 
lowing table gives the thickness of pillars left in submarine work : 


DEPTH OF COVER WIDTH OF PILLAR 


200 feet 28 feet 
300 ¢¢ 30 oe 
350 4¢ aa ¢¢ 
400 ce 34 é¢ 
500 é¢ 36 é¢ 


All rooms are 20 ft. wide ; crosscuts 75 ft. apart and not more than 
12 ft. wide. 

Nearly all the coal under the land area has been recovered except 
where the cover is less than 80 ft. and where pillars have been left to 
support buildings on the surface. 

Biastinc Mrtuops.—The mine is naturally wet and sprinkling 
is not necessary. The coal is mined by compressed air machines of the 
puncher type. Bulldog powder and squibs are used for blasting the 
coal, and Monobel and battery are used for brushing the roof and floor. 
Clay, dug in the mine, is used for tamping. 
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VENTILATION AND LIGHTING.—The mine is ventilated by a Capell 
fan, 12 ft. by 11% ft., delivering 60,000 cu. ft. of air per minute. The 
fan is belt-driven from a steam engine, 12 in. by 15-in. stroke. 

There are two main splits in the air current, one ventilating the 
north side of the main deep and one the south side. The hoisting shaft 
is used as the up-cast. 

The mine is practically free from gas. Electric lights, voltage 110, 
are used at the shaft bottom. Ackroyd and Best safety lamps are used 
exclusively by the miners and workmen. 

HavuLaGE.—The coal shaft, 130 ft. deep, is divided into three com- 
partments, two for coal hoisting and one for hoisting the men. The 
ordinary self-dumping cage having a capacity of one car is used in the 
coal shaft. The track gauge is 26 in. and the mine cars have a capacity 
of two tons of coal. The coal-hoist is a duplex steam engine, size of 
cylinders 24 in. by 42-in. stroke ; drum, 8 ft. in diameter by 6 ft. face. 

The man-hoist is operated by a duplex steam engine, size of cylin- 
ders 18 in. by 36-in. stroke. 

The endless-rope haulage used on the main deep, is actuated by 
an engine near the shaft bottom, which is driven by a 200-h.p. variable 
speed induction motor using current at 550 volts. The transmission 
cables are taken underground by means of a bore hole. 

Mine EquipMENT.—The mine is equipped with a number of com- 
pressed air pumps situated on the different levels, as well as with two 
electric pumps situated underground near the shore line, which have a 
combined capacity of 1050 gals per minute. The transmission cables 
and discharge pipe are taken underground by means of bore holes. 
The boiler plant consists of two 250-h.p. and two 212-h.p. water-tube 
boilers. 

Compressed air for coal cutting, mine haulage and pumping is 
supplied by two air compressors, each having a capacity of 2000 cu. ft. 
of air per minute. The bankhead is constructed of wood and contains 
shaking screens, and picking belts, driven by electric motors, similar 
to those in the other collieries. 

The mine has an average output of 750 tons per day, and employs 
300 men underground and 50 above ground. 

ScREENING Piant.—As the St. Lawrence river is closed to navi- 
gation for five months of the year, it is not possible during that period 
to market this coal at the St. Lawrence ports. Sydney harbour freezes 
over from one to three months in the year and Louisburg, which also 
occasionally freezes over, are used as the winter shipping ports. It is, 
therefore, necessary to bank coal during the winter months at the 
banking station near No. 2 colliery. Thus, during the winter of 1911, 
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350,000 tons of coal were banked. Later, it is dug from the bank and 
loaded in railway cars by means of steam shovels, the railway cars are 
hoisted up a long inclined trestle to the re-screening plant at No. 7 
colliery, where the slack is removed. 


No. 8 COLLIERY 


This colliery is situated on the Harbour seam at Bridgeport. 
Since operations began in this area in 1858, about 5,000,000 tons of 
coal have been produced. Of this, the Dominion Coal Company has 
produced 3,200,000 tons or 64 per cent. It has a daily output of 700 
tons. There are 220 men employed underground, and 60 above ground. 

The mine is worked by a retangular shaft, 6 ft. by 14 ft. and 80 ft. 
deep, sunk near the outcrop of the Harbour seam. The seam is ¢ ft. 
thick and dips 4° and 30’ to the eastward. There is a false roof of shale 
over the coal and the main roof is sandstone ; the pavement is soft clay. 


SYSTEM OF Mininc.—The mine is developed by levels and deeps, 
the levels being driven 500 ft. apart. The system of mining used is 
pillar-and-stall. The rooms are 20 ft. wide and vary from 300 ft. to 500 ft. 
in length. The pillars are 20 ft. wide. Some of the pillars are now 
being drawn in a similar manner to that already described under No. 1 
and No. 3 Collieries. 

There are no submarine workings in this mine. In timbering, two 
lineal feet of props and booms are used per ton of coal mined. 


BiasTiInGc Metuops.—The mine is naturally wet and sprinkling 
is not necessary. It is free from gas. Only hand picks are used for 
mining. The shooting is done by means of compressed powder in 
pellets ; squibs are used as igniters. 

VENTILATION AND LiGHTING.—The mine is ventilated by a Capell 
fan, 7 ft. by 10 ft., delivering 40,000 cubic feet of air per minute. The 
fan is belt-driven from a 9 in. by 12-inch steam engine. The ventilating 
current is continuous and the hoisting shaft is used as the upcast. 

Electric lights are used at the shaft bottom, but, with this excep- 
tion, Marsaut safety lamps are used exclusively underground. 

Havuace.—A first motion duplex steam engine, 15 in. by 30-in. 
stroke, drum 6 ft. in diameter, is used for hoisting from the shaft. The 
cages used are of the ordinary non-dumping type having a capacity of 
one loaded car each. The track gauge is 32 in. and the cars have a 
capacity of about three-quarters of a ton. Endless-rope haulage is 
used underground. It has a speed of 234 miles per hour and is driven 
by a steam engine 18 in. by 36-in. stroke, geared 18 tog5. The water is 
taken from the mine by means of an electric water hoist. The boiler 
plant consists of one 300-h.p. and one 212-h.p. water-tube boilers. 
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The bankhead is constructed of wood and contains the usual 2-in. 
and 34-in. shaking screens for screening the coal. 

Warter-SHart.—A water shaft 379 ft. deep was sunk near No. 8 
colliery for the purpose of hoisting the water from this mine. The 
hoisting is done by an Ilgner electric hoist, power being supplied from 
the central power plant. The line voltage is 7000 a.c., converted to 
420 volts d.c. by means of a motor generator set. Attached to the 
main shaft of this set is a heavy flywheel which stores up enough energy 
to supply power for hoisting three tanks for use in case of accident to 
the transmission line. As the hoist is fitted with automatic cut-off 
and overwinding stop, the operator has only to reverse the current 
each time the tank is hoisted or lowered. Two tanks of 800 gals. 
capacity each, are hoisted per minute. 


No. 9 CoLiLiery* 

This colliery is working the Harbour seam which has an average 
thickness of about 5% ft., and dips about 4° 6’ to the eastward. 

The roof-consists of a few inches of hard dark shale over the coal, 
then 3 in. to 4 in. of flinty shale ; and 14 ft. of shale to a sandstone 
post. The pavement is soft clay. The system of mining is similar to 
that in use at the other mines. The face of the workings is now extended 
for a considerable distance under the sea. As the land pillars are always 
drawn from 600 to 700 ft. in advance of pillar work in No. 2 Mine, the 
coal from both seams is recovered. No submarine pillars have yet 
been drawn. 

In timbering the mine, 1.7 lineal feet of props and booms are used 
per ton of coal mined. 

It has an output of rroo tons per day. In all, 582 men are em- 
ployed underground, and 60 above ground. 

BLastinc Mertuops.—The mine is naturally wet and sprinkling is 
not necessary. ‘The coal is mined by machines and the blasting is done 
by battery and squib, and Monobel and Bulldog powder. 

VENTILATION AND LIGHTING.—The mine is ventilated by a Walker 
fan, 24 ft. by 734 ft., delivering 200,000 cu. ft. of air per minute. The 
fan is driven by a 16 in. by 30-in. steam engine and a similar engine is 
installed and held in reserve. A new Walker fan has now been installed 
to ventilate both No. 2 and No. g Mines. 

Ackroyd and Best safety lamps are used underground. 

HAvuLAGE.—The coal is hoisted to the surface by means of a first- 
motion hoist ; size of cylinders, 24 in. by 42-in. stroke ; drum 8 ft. in 
diameter and 30 in. wide. This hoist is to be replaced by a new one. 
Ordinary self-dumping cages are used in the shaft. 


*See also a brief reference to this mine under No. 2 colliery, p. 42. 
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The underground haulage is performed by compressed air locomo- 
tives which convey the coal from the head of the south deep to the pit 
bottom, a distance of 2000 ft.; and by compressed air hoists operating 
plain haulage, and main-and-tail rope haulage on the deeps, headways, 
and levels. The cars weigh 1800 lbs. and have a capacity of 1.85 tons 
of coal. 


The mine is equipped with compressed air and electric pumps, 
discharging 504,000 gals. of water per day. 


Compressed air for coal cutters, pumping and mine haulage is 
supplied from the air compressors at No. 2 Mine. 


No. 9 Colliery has the same bankhead as No. 2, but is equipped 
with separate screening arrangements. 


No. to COLLIERY 


This mine is opened up by a shaft, 170 ft. deep, sunk by the Domi- 
nion Coal Company, in 1906, near the entrance to No. 5 Mine. The 
seam worked is the Emery, which is the lowest seam worked by the 
Company in this area, and is about 160 ft. to 180 ft. beneath the Phalen 
seam. It varies from 2 ft. to 5 ft. in thickness, with an average thick- 
ness of about 4 ft. 2 in. The coal is hard and stands handling better 
than that from the upper seams. The false roof consists of 5 ft. of 
sandy shale ; the main roof is sandstone. The pavement is soft clay. 


As the seam is so thin, and as it was necessary to take down a 
portion of the roof to get head room, it was found advisable to work 
by the longwall method and to use the material from the roof 
and floor for constructing pack-walls and goaf to support the 
roof after the coal had been extracted. The mine is developed by two 
main haulage roads—main north level and main north deep. The main 
north level is driven from the pit bottom parallel to the strike of the coal 
for a distance of 2,500 ft. The workings to the rise of this level are 
known as the pit bottom section. The main north deep is driven from 
the north level towards the dip for a distance of about 4000 ft. Three 
levels have been driven off this slope, but, as one has been cut off, only 
two are at present in operation. 


System oF Mininc.—The system of mining is advancing longwall, 
the coal face being over one mile in length. Main gateways are opened 
off the levels about 800 ft. apart, there being three main gateways on 
each level. Cross gates are driven off the main gateways, 200 ft. apart 
and making an angle to the rise. The gate roads, 100 ft. apart, are 
driven off the cross gates, parallel to the main gateways. The packing 
is kept about 12 ft. from the coal face and a row of posts is maintained 
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between the packing and the face. The coal is undercut by Diamond 
longwall machines, the depth of cut being about 5 ft. 8 in. The mine 
has an output of about 900 tons per day. There are 200 men employed 
underground on the day shift and 107 on the night shift. 


Biastinc Mretuops—Bulldog powder and squibs are used. 
The coal cutting, brushing and packing is done on the night shift. 
The mine is naturally damp and sprinkling is not necessary. 


Havutace.—The haulage on the deep is by endless rope. Main- 
and-tail rope haulage is used on the levels. Main-and-tail rope haulage 
is used on some of the main gateways, but pony haulage is used on 
others. When the haul is great, pony haulage is very unsatisfactory. 
The mine cars have a capacity of 1400 lbs. of coal. 


VENTILATION.—The mine is ventilated by a belt-driven Stines fan 
delivering 38,000 cu. ft. of air per minute. The water gauge is .4 in. 
The air current is split at the bottom of the air shaft ; one split venti- 
lates the pit bottom section, while the other goes down the stone drift 

from the Phalen seam to the bottom of the main deep where it is again 
split, one current ventilating the old east workings and the other No. 2 
section. 

The coal is hoisted to the surface by means of the ordinary non- 
dumping cage having a capacity for two cars. The cars are pushed 
off the cage and screened on the same bankhead that contains No. 5 
Mine screening machinery. 


Power Prant.—Power for mine haulage and coal cutting is 
supplied by the power plant described under No. 5 Mine. 


Coal Mines in Lingan-Victoria Areas 


This coal-field extends from Indian bay on the east to the eastern 
entrance of Sydney harbour on the west, and comprises a land area 
parallel to the shore line and an extensive submarine area, the limits of 
which are at present unknown. 

The following table shows the thickness of the coal seams in the 
Lingan-Victoria areas and their relation to the seams in the Glace Bay 
basin.* It may be noted that there are at least eight workable seams 
in these areas : 


* Mining and Transportation, Dominion Coal Co., Ltd. A General Description, 
by F. W. Gray. 
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THICKNESS OF COAL SEAMS, LINGAN-VICTORIA AREAS 


LINGAN-VICTORIA GuacE Bay 
Seam Measures | Total Depth Seam Measures 
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170 66 0 66 
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Previous to the opening of No. 12 Mine by the Dominion Coal 
Company, in i908, the Lingan and Victoria seams were the only ones 
worked, and the total yield of the whole field had not exceeded 2,000,000 
tons. The importance of this field as a future coal producer may be 
judged from the fact that the eight workable seams have been estimated 
to coritain 400,000,000 tons of coal. It contains Mines Nos. 12, 14, 
1s and 16, situated near the town of New Waterford. 


No. 12 MINE 


This mine was opened up in 1908 by slopes driven from the out- 
crop of the Victoria seam, about one-half mile from the shore line. The 
seam has an average thickness of about 6 feet, and a dip of 10° 30’ 
to the northeast. ‘There is a false roof over the coal, consisting of about 
two feet of shale, but the main roof is sandstone. The pavement is 
smooth and consists of a hard sandy shale and sandstone. The mine is 
developed by a main slope 3,600 ft. in length, from which levels are 


driven to the east and west every 500 feet. 
System oF Mininc.—The system of mining is pillar-and-stall, 


and, owing to the greater dip of seams in this area, balances are used for 
lowering the coal from the rooms to the levels. Balances, 12 ft. wide, 


58 COMMISSION OF CONSERVATION 


are driven to the rise from levels every 400 ft. to 800 ft., depending on 
the dip of the seam ; rooms 20 ft. wide are driven off the balances, the 
room pillars being from 20 ft. to 3s ft. in width, depending upon the 
amount of cover. The coal is mined by compressed air machines of 
shearing, boring and puncher types. 

The system of timbering is props-and-caps and props-with-booms. 
About 1.1 lineal feet of props and booms are used per ton of coal mined. 
The mine has an average output of 1200 tons per day. There are 354 
men employed underground, and 57 above ground. 


Biastinc MretHops.—Humidity reports are made at several points 
in the intake and return airways, but, as the mine is naturally wet, 
sprinkling is not considered necessary. The explosive used is Monobel 
powder and the shooting is done by battery and No. 6. low-tension 
detonators. The tamping material is clay, the major portion of which 
is sent into the mine ; the remainder is dug in the mine. All cuttings 
from the machines are loaded into cars and sent out before shooting. 


VENTILATION AND LicHTinc.—The mine is ventilated by a rope- 
driven Walker fan 8 ft. by 11 ft. in diameter, delivering 100,000 cu. ft. 
of air per minute. The fan engine is a gs-h.p. steam engine. There 
are two splits in the ventilating current, one split going to the east side 
and one to the west. The main slope is used as the return. 

The stables and main slope are equipped with electric lights, but, 
with these exceptions, Ackroyd and Best electrically lighted safety lamps 
are used exclusively underground. 


HAULAGE AND PowER.—The mine cars weigh 640 lbs. and have a 
capacity of one ton. Single and double self-acting balances are used 
for lowering the loaded cars from rooms to the levels. Horse haulage 
is used on the levels. Trip haulage is used on the main slope—18 loaded 
cars being hoisted at a trip. The size of the engine cylinders is 30 in. by 
48 in. stroke ; the drum is 8 ft. in diameter and the haulage rope is one 
inch in diameter. 

MINE EQuIPMENT.—Compressed air pumps are used for mine 
pumping, but electric pumps have been installed for pumping the 
water from the main lodgement. 

The boiler plant consists of two 250-h.p. and two 210-h.p. water- 
tube boilers. As the Waterford Power plant is completed; all the 
collieries in this district are operated by electricity, with the exception 
of the hoist and fan at No. 12 Mine. 

Compressed air for coal cutters and pumping is supplied by an 
electrically driven compound air compressor, having a capacity of 3,300 
cu. ft. of free air per minute. The air compressor—cylinders, 30 in. and 
19 in. by 30-in. stroke—is direct driven from an induction motor using 
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current at so amperes and 6,600 volts. The air-compressor equip- 
ment also includes two small steam-driven air compressors of 400 cu. ft. 
and 600 cu. ft. capacity, respectively. 

BANKHEAD.—The bankhead is a wooden structure sheeted with 
corrugated iron and fitted with two revolving side dump tipples, picking 
belts and shaking screens, capable of handling 1,500 tons per day. The 
surface equipment also includes carpenter, forge, and machine shops 
necessary for doing ordinary mine repair work. 


No. 14 MINE 


This mine is situated on the outcrop of the Victoria seam, one mile 
to the east of No. 12 Mine, and about one-half mile from the shore line. 
The dip of the seam is 19°30’ near the outcrop, but it flattens out to 
10° towards the dip. The main slope is 3000 ft. in length and the 
method of mining is similar to that described under No. 12 Mine. 

Mine Eouipment.—The machinery at this mine is driven by elec- 
tricity generated at the central power plant at Glace Bay, and includes 
the following machines : ! 

One electric driven air compressor for coal cutting and for pumping 
similar to that already described, supplying power to mines No. 14 and 
No. 15. 

One induction motor, 94 amperes, 550 volts, for driving a 6 iuby 
rr ft. Walker fan for ventilating the mine. 

A number of small motors for operating the tipples, shaking screens, 
loading belts, car hauls, etc. 

_ The electric hoist is the largest of its kind in Canada. The equip- 
ment consists of a motor generator set, driven by an 800-h.p. induc- 
tion motor, having a voltage of 2200. Connected to the same shaft 
is a direct current generator, having a maximum voltage of 600, for 
supplying power to the hoist motor, and an 18.s-k.w., 220 volt, direct 
current generator for exciting the fields of the direct current machines. 
The hoist motor is direct connected to a winding drum 9 ft. in diameter. 
It works up to a peak load of 1300 h.p. when starting, and has a full 


load speed of 72 r.p.m. 
Hoistinc.—The speed of hoisting is regulated by what is known as 


the Ward-Leonard control system, a brief description of which is given 
herewith : 

The current passing through the field of the main direct current 
generator may be regulated from zero to its full value by means of a 
suitable regulator, consequently the current delivered to the hoisting 
motor (which is excited at a constant value), and hence the speed of 
the hoist motor is practically proportioned to the field excitation of the 
direct current generator. It can be seen that, if the direction of this field 
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current be reversed, the polarity of the main direct current generator, and 
thus the polarity and direction of rotation of the hoisting motor, is also 
reversed. By reducing the field excitation of the generator during hoist- 
ing at full speed the momentum of the load and revolving parts tends to 
keep th hoisting motor running at full speed. The voltage of the gener- 
ator having fallen, the hoist motor acts as a generator and the generator 
as a motor, thus exciting a powerful braking action until the speed of 
the hoisting motor becomes altered to correspond to the new conditions 
and the system becomes balanced. 

In lowering the empty cars, braking can also be done regeneratively, 
and, consequently, with a smaller application of the mechanical brakes : 
also, if the energy so derived by the hoist motors acting as a generator is 
sufficient to drive the motor generator set slightly above synchronous 
speed energy is pumped back into the line. An electrically driven air 
compressor furnishes air for operating the mechanical brakes. 


A depth indicator prevents the driver accelerating too quickly : 
and stops overwinding. 


No. 15 AND No. 16 MINES 


These mines are situated on the outcrop of the Lingan seam, 
No. 15 and No. 16 Mines being 4oo ft. east of No. 14 and No. 12 Mines, 
respectively. The Lingan seam at these collieries has an average thick- 
ness of 5 ft. 4 in., and a dip of 18° to 10° to the eastward. 

The slopes at No. 15 and No. 16 Mines are 2500 ft. and 2000 ft. in 
length, respectively, and the method of mining is similar to that already 
described. As these mines have been in operation for only a short time 
the average daily output is about 1000 tons per day each, but this 
will be increased to 1300 tons per day. The entire equip- 
ment of these collieries is electrically operated, including air com- 
pressors, coal hoist, ventilating fan, bankhead machinery, screening 
plant and underground pumps. 


No. 21 AND No. 22 MINES 


These mines are situated on McAulay seam in the Morien basin. 
The geological structure of this basin is an eroded syncline and the 
mines are worked by slopes driven from the outcrop on one side of the 
syncline to the outcrop on the other side. The dip on the south side 
outcrop is greater than the dip of the north outcrop. 


No. 21 MINE 


This mine is developed by a slope 2000 ft. in length, the dip on the 
south side being 7° for 1800 ft.; and on the north side 30° to 40° for 
200 ft. The following is a section of the coal seam : 
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The roof is shale and the floor is impure fire clay. All the 
machinery. at this mine is driven by electricity generated at the 
central power plant. The maximum cover over the workings is 150 ft. 

SYSTEM OF MinING.—The system of mining is room-and-pillar. 
The rooms are 30 ft. wide and the pillars 30 ft. thick. The mine was 
put in operation in January, 1913, and employs 32 men on the surface 
and 155 underground. 

Buastinc Meruops.—Safety lamps are used underground and 
the blasting done by Bulldog powder and squibs ; Monobel powder is 
used in wet places. 

VENTILATION.—An electric driven Stine fan, 12 ft. in diameter, 
delivering 50,000 cu. ft. of air per minute with one-half inch water 
gauge, is used for ventilating the mine. 

The haulage system is endless rope 4300 ft. long, driven by a so-h.p. 
motor. : 

The bankhead is of wooden construction with concrete floors, and 
contains the necessary tipples, shaking screens, picking belts, etc., for 
making the ordinary sizes of coal. The screens and picking belt are 
driven by a 20-h.p. motor, while a 1o-h.p. motor operates the car haul. . 

Compressed air for coal cutting is furnished by electric driven air 
compressor of 1000 cu. ft. capacity. 


No. 22 MINE 

This is anew mine and was put in full operation in November, 
1913. All the power used is furnished by electricity from the 
central power plant. 

SYSTEM OF MuInInNc.— The system of mining is room- 
and-pillar with a couple of advancing longwall faces. The length of: 
these faces is 100 feet. The pillars are 30 feet and rooms 25 feet 
wide ; pillars to be drawn as soon as room is finished. The seam is 
5 ft. 5 in. thick and has a dip of 7°. 

There are 30 men employed above ground, and 170 under- 
ground. Ackroyd and Best safety lamps are used underground 

VENTILATION.—The mine is ventilated by a Sirocco fan, 70 in. in 
diameter, with single inlet, electrically driven, giving 50,000 cu. ft. 


of air per minute with a water gauge of .7 in. 
Endless rope haulage is used underground. Power for under- 


ground work is supplied by a 3000 cu. ft., electrically driven, air 
compressor. 
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CENTRAL POWER PLANTS 


OPERATING THE MINES OF THE DoMINION COAL COMPANY IN THE 
Grace Bay, MoriEn AND LINGAN Coa BASINS 


The Dominion Coal Company has effected great economies in the 
generation and transmission of power. In so far as possible, no fuel, 
except slack coal and refuse from the picking belts, is used to generate 
power. The present policy is to generate electricity at central power 
plants and distribute it to the surrounding collieries, thus, wherever 
possible, supplanting steam power by electric. Thus, electric power 
is now being used on the surface for lighting, operating air compressors, 
hoists, fans, bankhead machinery, machine shops, etc. The use of 
electricity underground has been confined to lighting pit bottoms and 
some of the main roads, and to the operation of motor-driven pumps 
and haulages, placed in steel and concrete lined stations. By means 
of boreholes, the transmission lines are carried underground to the 
operating points. Thus, although electricity is used underground to 
a certain extent, no new danger has been created by the use of 
electricity at the coal-face or for electric locomotive haulage. 

There are two power plants in operation—the central power plant 
serving the Glace Bay collieries, and New Waterford plant serving the. 
Lingan collieries. The following is a brief description of these plants : 


| CENTRAL POWER PLANT 

This plant, erected in 1906 as an addition to the compressor 
plant of No. 2 colliery, contains four generating units. Three units 
each consist of sso-k.w., 25-cycle, 3-phase, 6600-volts, alternating 
current generators, connected directly to 7oo-h.p. compound steam 
engines ; the high-pressure cylinders being 20 in. in diameter and the 
low-pressure cylinders 40 in. in diameter, and the stroke 26 in. The 
generators are excited by 75-k.w. direct current generators driven by: 
12 X 12 steam engines. 

The fourth unit was added in 1908 and consists of a 1000-k.w. 
exhaust steam turbo-generator. 

The transformer houses at the collieries are built of hollow glazed 
earthenware blocks. A typical house is 13 ft. high by 23 ft. long and 
17 ft. wide. The roof is sloping and made of 4-ply, 144-in. T. & G., 
covered with tar and gravel finish. 


New WATERFORD POWER PLANT 
This plant is situated at Waterford lake, a few miles to the west 
of the collieries in the Lingan district. The power house is a substan- 
tial brick building sr ft. by 78 ft., and 28 ft. high. It contains 
two 2000-k.w. turbine driven generators having a momentary overload | 
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capacity of 4000 k.w. each. The boiler house is also a brick building 
54 ft. by 58 ft., with posts 48 ft. in height. As the boiler installation 
consists of three Bettington boilers, the first of their kind to be installed 
in America, this plant is of great importance from the standpoint of 
conservation. They are fired by slack coal which could not be 
economically used to generate power in the ordinary boiler. Each 
boiler has a normal evaporation from and at 212° Fahrenheit of 
20,000 lbs. per hour. The diagram at page 64 shows a sectional 
view of one of these boilers. 


BETTINGTON BoILers.—The essential features of this type of 
boiler are : 


1. Pulverizer and blower. 

2. Dust separator chamber. 

3. Water cooled nozzle or tuyere. 
4. Vertical water-tube boiler. 
5. Air heater. 


The coal is fed automatically to the pulverizer which also acts as 
a blower. The air before being drawn into the pulverizer is heated by 
means of an air heater placed in the path of the waste gases from the 
boiler. By pre-heating the air, coals containing up to 15 per cent 
moisture can easily be disintegrated and burned. 
The coal, after being disintegrated, is delivered into the dust separat- 
ing chamber, the fines passing direct to the fuel nozzle and the coarser 
particles returning by gravity to the pulverizer for further reduction. 
The fine coal delivered at the nozzle and which, practically speak: 
ing, may be considered as a gas, is ignited and burns in the combustion 
chamber of the boiler. The heated gases pass from the combustion 
chamber up between the water tubes, through the economizer and air 
heater to the stack. The boiler consists of top and bottom headers 
with solid drawn steel tubes connecting them. Special bricks in com- 
bination with the innermost circle of tubes form the wall of the com- 
bustion chamber. No binding material is employed for these special 
bricks. The combustible matter in the fuel is said to be consumed 
and the residue is an irreducible vitreous slag. The slag solidifies at a 
relatively high temperature and soon chokes up and hermetically seals 
all crevices, cementing the lining into one solid piece. The bulk of the 
slag falls down into the ash pit below in the form of small globules which 
are easily removed, the quantity being very small in comparison to 
ashes from an ordinary hand-fired boiler. The steam, before passing 
to the turbines, is superheated by means of pipes spirally wound around 
the boiler tubes. 
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The advantages claimed for this type of boiler are : 

1. The boilers will give an efficiency not given by any other boiler 
on the market. | 

2. They can be fired at any desired rate by adjusting the feed of 

the pulverizer. 

3. They are easily cleaned. 

4. After being closed down for a time, full steam can be generated 

quickly. 

The power generated at this plant passes into the main trans- 
mission line, and, in conjunction with that from the Central power 
plant, serves all the collieries of the Dominion Coal Company 
situated in the Glace Bay, Morien and Lingan coal-basins. 


Springhill Collieries 


~The Dominion Coal Company is operating three mines in the 
Springhill coal-field, in Cumberland county, N.S. These mines were 
formerly owned and operated by the Cumberland Coal and Railway 
Company. 

The company also owns and operates a railway line which connects 
the collieries with the Intercolonial railway on the north at Springhill 
Junction, a distance of five miles, and, on the south, it terminates at 
Parrsboro on the Minas basin, 32 miles distant, where well equipped 
shipping wharves have been constructed. 

The following section shows the relative position of the three seams 
worked by this company : 

No. 3 Mine or North seam, 11 ft. to 4% ft. thick; measures, 250 ft. 

No. 1 Mine or East seam, 9 ft. to 5 ft. thick ; measures, 100 ft. 

No. 2 Mine or West seam, 10% ft. to 5 ft. thick. 

The dip is steep, averaging from 20° to 35°, and reaching 80° 
in places. 

In the early days of mining in this field, considerable coal was lost 
through the workings in the lower seam being carried on too far ahead 
of those in the upper seam, and also because the pillars were small and 
were left standing too long. 

The present practice is to drive narrow rooms and leave wide 
pillars so that, if portions of the dip side of the pillars fall, there will 
still be a sufficient thickness of pillar left to hold the roof until the rooms 
are completed and the pillars drawn. | 


No. 2 MINE 


No. 2 seam is the lowest seam worked by the company. It has 
a thickness of 10 ft. 4 in. on the east side of the slope and a thickness of 
about 5 ft. on the west side. The dip varies from 20° to 80°. The roof 
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_and the pavement are hard shale. The main slope is 5400 ft. in length 

and has an average dip of 30°. The levels in operation are the 3300-feet 
and the 4o0o0-feet. Two more levels are now being started below the 
4000-feet level. No. 1 seam is also worked from No. 2 slope and, pre- 
vious to the opening of No. 1 mine seam, by crosscuts from No. 2 seam, 
it had not been worked for about fifteen years. The levels in operation 
in No. 1 seam are the 2800-feet and 3300-feet. 

SYSTEM OF Mininc.—The system of mining used is bord-and-pillar. 
Levels are driven from the main slope every 600 ft.; chutes or balances 
are driven to the rise from levels 600 ft. apart. In all new work, the 
bords are driven 1o ft. wide and the pillars are 50 ft. thick. 

BiasTING MetHops.—The mine is gaseous and dry in certain 
sections and no explosives are used for blasting the coal. Sampsonite 
and battery are used in rock work, but shooting is not done until the 
place where the shot is to be fired is well watered to keep down the dust. 
This shooting is done only when the men are out of the mine. 

VENTILATION AND LIGHTING.—The mine is ventilated by a Capell 

fan, 18 ft. by 4% ft., situated at No. 2 slope and delivering 150,000 
cu. ft. of air per minute ; also by a similar fan placed at the return 
air-way at Aberdeen slope. These fans are driven by 20 in. by 20-in. 
steam engines. Marsaut safety lamps are used exclusively under- 
ground. 

HavuLaGe.—The coal is hoisted in trips of 12 boxes each. The 
hoist is operated by a first motion, double drum, slide-valve engine; size 
of cylinders 30 in. by 48-in. stroke ; diameter of drum 734 ft. Horse 
haulage is used on the levels in No. 2 mine and main and tail-rope 
haulage on one of the levels in No. 1 seam. 

BANKHEAD.—The bankhead is a wooden structure sheeted with 
corrugated iron. It is equipped with two end-dump tipples, three 
side-dump revolving tipples, three shaker screens, picking belts, con- 
Vevyer, .etc. 

The following sizes of coal can be obtained : 

. Run-of-mine. 
. Screened—that which passes over a 14-inch screen. 
. Culm—that which passes through a }4-in. screen. 
. Double X—that which passes over a 34-in. screen. 
s. Slack—that which passes through a 34-in. screen. 
The boiler plant consists of six 150 h.p. double flue boilers, two 176 
h.p. Lancashire boilers and four 200-h.p. Robb-Mumford boilers. 


No. 3 MINE 
No. 3 seam is the uppermost seam in the series and varies from 
10%% ft. in thickness on the west side, to 4% ft. on the east side. The 
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dip varies from 20° to 60°. The main slope is 4800 ft. in length, but 
only the 2600-feet, 3300-feet, and 3800-feet levels are being worked at 
present. The system of mining is the same as that described under © 
No. 2 Mine. 


VENTILATION.—The mine is ventilated by a Capell fan, 22 ft. by 
33% ft., delivering 150,000 cu. ft. of air per minute. The fan is driven 
by a 24 in. by 24-in. steam engine. 


BANKHEAD.—The bankhead is equipped with shaker-screens, picking 
belts, etc., for handling an output of 2000 tons of coal perday. The coal 
sizes obtained are screened coal and culm. The surface plant also 
includes blacksmith shop, carpenter shop and machine shops necessary 
for doing ordinary mine and railway repair work. 

These collieries have a combined output of about 1400 tons of 
coal per day. 

BY-PRODUCT COKE-OVEN PLANT 


The coke-oven plant operated by the Dominion Iron and Steel 
Company is situated at Sydney near the company’s iron and steel 
plant. The coke produced in 1911 amounted to about 450,000 tons, 
nearly all of which was used in the manufacture of iron and steel at the 
company’s plants. 

The coal from Mines Nos. 1, 2, 3, 5, 12, and 14, is screened over 
34-in. screens and shipped from the mine over the company’s railway, 
to the coal washery situated at the coke-oven plant. The coal is then 
washed and charged into the ovens. 


The following is an average analysis of the coal before washing : 


Volatile nui nti abit mete ieee 4 ++ 235.0 per cent 
BixediCaroon eye ty eel eine Lee GOOG i 
7 Ay aR UAT HWS 1A) TO ROG Gey WPA Ltt 6.6 i 
SUE UCN ares sista ys ence Mi BED os 

The washed coal has the following average analysis : 
VOLES Und ieny mainte eccrine 36.0 per cent 
Bixed (carbons. rele seas 59 .0-60.0 per cent 
PANS sO ory Me aA hur Cue DL 8 lee yes 4.09 B 
oped gey Abe van URAL uel YaleR at 6 Ha TOF fy 


The following flow sheet shows the screening and washing opera-. 
tions : 
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| 
Coal to washery 
by travelling belt 
Ist unit : 2nd unit 


24 Campbell tables ; 
capacity ra per hour 


Washed coal Bone + Coal (13 p.c.) 
Concrete drainage bins J - 
Unloaded by crane ; | 
capacity 130-tons per hour Coal to Bone 5 ey 
boilers (waste 


To coke ovens 


DEscrIPTION OF CoKE OveNS.—The coke ovens are of the by- 
product type and consist of two separate installations. The old plant 
consists of 500 Otto Hoffmann ovens. ‘These ovens are each 33 ft. long. 
17 in. wide (without taper) and 6 ft. 3 in. high. They each have a 
capacity for a 5%4-ton charge ; the coking period is 36 hours. 

The new plant consists of r20 United Otto ovens. These ovens 
are 34 ft. long, 19 in. wide, tapering to 15 in. at the pusher end. They 
are 9 ft. 6 in. high and have a capacity for a g-ton charge. The coking 
period is 24 hours. 
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The following diagrams show the method of charging and dis- 
charging the ovens and the gas flow sheet of the United Otto ovens. 


UNITED OTTo OvENS 
1000-ton bin over ovens 


| 
rs 
Electric lorry (5 hoppers) 


Charged into ovens (120 in operation); 
capacity 9 tons each, per 24 hours 


Coke esas by pusher 


Quencher 
(electric) 


Quenched and discharged 
into cars 


Coke to blast furnaces 


Gas FLrow SHEET 
Gas mains over ovens 


Gas main down grade to condensing house 


Tar seal * 


Uncleaned gas 


Air coolers 
{nlet—320° ; exit—168° 


Water coolers ; 
exit — 72° 


Tar scrubbers 


| 
Tar 
(Sold to D. T. & C. Co.) Gas + Ammonia 


Exhauster 


Ammonia washers 


Ammonia stills 


. Ammonia liquor 
Gas to holder 
Saturater 
Ga added) 
Effluent liquor Ammonium sulphate 


(market) 
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The heating of the ovens is accomplished by the use of gas returned 
from the condensing house after the tar and ammonia have been removed. 
In the Otto Hoffmann ovens, there is a burner at each end of the oven, 
but only one burner for each oven is used at a time. The air for com- 
bustion is taken in at the end of the battery, where the gas and reversing 
valves are situated, and is led to the flues beneath the regenerative 
chambers. The regeneration chambers are filled with checker brick 
and extend the whole length of the oven battery. By means of the 
checker work, the air for combustion is heated up to about 1800° and 
passes through up-take connections to the space beneath the floor of 
the oven chambers and through lateral ports to the combustion cham- 
bers, where it meets the gas from the burner. The burning gases rise 
through the vertical flues of half the wall between the ovens, pass along 
the horizontal connecting flue above, and down the remaining vertical 
flues to the horizontal flue below, thence passing to the regenerator, 
where their heat is absorbed by the checker work; thence they 
are led to the lower regenerator flue, past the reversing valve, to the 
stack. On the reversal of the air and gas, the gas burner on the other 
end of the oven comes into use, the air passing up through the heated 
regenerator on that side and to the gas and combustion chamber, the 
heated gases passing in reverse direction through the wall flues down- 
ward through the regenerator and thence, to the stack. The period of 
reversal is usually 30 minutes. The gas evolved from the coal is led 
from the oven through uptake pipes and valves to the gas-collecting 
mains and thence to the condensing house. 


In the United Otto ovens,.the gas is admitted from a burner at 
each end and from six burners situated beneath the ovens. The air for 
combustion is supplied to the regenerator by a fan. 


The coal is charged into the ovens by means of a five-hopper, 
electrically driven lorry car. The coke is discharged and a new charge 
levelled by means of an electric pusher and leveller. The coke from 
the United Otto ovens is discharged into a coke quencher. 

The coke quencher consists of a rectangular receiver, approximately 
of the same shape as an oven, and large enough to contain the coke 
charge. The top and bottom are tightly covered in with cast-iron 
plates, and the ends are provided with closely fitting doors. A cast- 
iron link conveyer, driven by a motor, runs on the bottom. The whole 
machine moves on rails parallel to the face of the oven battery and is 
operated by electric motors. When the coke charge has been pushed 
from the oven into the quencher the doors are closed and the 
quenching water is admitted. When the quenching is complete the 
door farthest from the ovens is opened and the coke is discharged 
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into the railroad car below by means of the conveyer situated in the 
bottom of the quencher. 


By-propucts RECOVERED 

Gas.—About so per cent of the gas obtained from the coal is used 
for heating the coke ovens. The balance, amounting to about 5000 
cu. ft. per ton of -coal charged, is used in the steel plant for 
burning lime for basic bessemer converters, for heating iron in the mixer, 
drying ladles, and for other purposes. Any surplus gas is used in the 
open hearth steel furnaces. The calorific value of the gas is about 
soo—s50 B.T.U. 

Tar.—The tar recovered amounts to about 9 imperial gallons per 
ton of coal charged into the ovens. The tar is sold to the Dominion Tar 
and Chemical Company, who distill it and get the various tar products, 
viz., pitch, light volatile oils, creosote and carbolic acid. Some of 
this pitch is now being used in Nova Scotia in the manufacture of 
coal briquettes. The tar is sold on a sliding scale and is worth from 
2 cents to 3 cents per gallon. 

Ammonium Sulphate-—The ammonium sulphate recovered amounts 
to about 23 Ibs. per ton of coal charged into the ovens. It is guaranteed 
244-25 per cent NH3, or equal to about 20.75 per cent nitrogen. 
It igsold in the United States and the West Indies, where it is used as 
a fertilizer on sugar plantations. The present value of ammonium 
sulphate is about $74.00 per ton. ) 

The sulphuric acid used in the manufacture of ammonium sulphate 
is manufactured near the coke ovens from Louisiana sulphur. About 
96 per cent of the sulphur is recovered as sulphuric acid. About one 
ton of 60°Baumé acid is necessary in order to make one ton of 
ammonium sulphate. 


Nova Scotia Steel and Coal Company 


This company holds about seventy square miles of coal lands in the 
vicinity of Sydney Mines. This area comprises the land and submarine 
areas extending from the north side of Sydney harbour to the south 
side of the Great Bras D’Or lake, a distance of about ten miles, and an 
outer submarine area extending from cape Dauphin to cape Percy. 

The table, page 39, shows the equivalency of the principal coal 
seams in the Sydney coal-field with the thickness of intervening strata 
in the several basins. 

The Sydney Mines coal area was one of the earliest to be opened 
in Canada, work being begun on it in 1784. In 1828 it was purchased 
by the General Mining Association, who worked it until acquired by 
the Nova Scotia Steel and Coal Company, in 1900. 
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The company operates the following collieries within this area : 
No. 1, or Princess Colliery. 

No. 2, or Lloyd Colliery. 

No. 3, or Florence Colliery. 

No. 4, or Scotia Colliery. 

No. 5, or Queen Pit. 


In ro11, these collieries produced 751,823 tons. The coal is 
shipped to the markets over the Intercolonial railway, or by water from 
the loading pier at North Sydney. 


No. 1 oR Princess COLLIERY 


This mine is situated near Lloyd cove on the north side of Sydney 
harbour. It is worked by a shaft, 13 ft. in diameter, 680 ft. deep, sunk 
by the General Mining Association in 1868. During sinking operations, 
large quantities of salt were encountered at a depth of 300 ft. from the 
surface. This difficulty was overcome by lining the shaft with segments 
of cast iron, which remain intact to-day. A second shaft situated about 
50 ft. distant is used for ventilation and to hoist men. 

The coal seam worked is known as the Sydney Main. It 
is about 5% ft. in thickness and dips at an angle of about 5° 13’ to the 
east ; consequently, most of the workings are under the sea. It 
is fairly regular and few faults and horsebacks are ericountered in the 
mining operations. The roof consists of from a few inches to ro ft. of 
shale, but the main roof is sandstone. The output of the mine is about 
800 tons per day. ‘There are 621 men employed underground and 168 
above ground. 


HAULAGE.—The coal seam is developed by two main haulage 
slopes, the north slope 134 mile long and the south slope, 2 miles long. 
There is trip haulage on the north slope and endless rope haulage on the 
south slope. There are six levels driven on each side of these slopes 
which extend to the boundary on each side, and also connect with No. 5 
or Queen pit workings. The workings are very extensive, covering an 
area of about two thousand acres. The face of the workings is nearly 
two miles beyond the shore line and about 1,100 ft. beneath the sea- 
level. The haulage on the north slope is performed by a 16 by 30-in. 
geared engine installed on the surface, the haulage ropes being carried 
down the shaft. The endless-rope haulage engine for the south slope 
is also installed ‘on the surface ; size of cylinders, 14 in. and 24 in. by 
42-in stroke. 

System or Mininc.—The system of working used is room-and- 
pillar. Slants are driven off the levels every 130 feet ; the rooms are 
16 ft. wide and are driven off the slants parallel to the strike. The 
pillars are 60 ft. thick with crosscuts every 60 feet. As soon as all the 
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rooms in a section are finished, the pillars are drawn, all of the pillar 
coal being recovered. In submarine work, no pillars are drawn with 
less than 800 ft. of cover. 

The coal seam is soft and gaseous. With the exception of electric 
lights that have been installed at the pit bottom, Marsaut safety 
lamps are used exclusively underground. 

Biastinc Mertuops.—Station humidity reports are taken at 
several points on the intake and return airways. Some places are dry 
and sprinkling by tub is resorted to. The coal is mined by hand picks, 
while Bulldog powder and squib are used for blasting. 

In timbering the mine, 3 lineal feet of props and booms are used 
per ton of coal mined. 

VENTILATION.—The mine is ventilated by a Capell fan, 20 ft. by 
5% ft., driven by a 120-h.p. direct current, 220-volt motor, geared 
with a 4.2 to 1 reduction, to the fan. The usual speed of the fan is 
about 100 revolutions a minute, its capacity 120,000 cu. ft. of varia 
minute, with a water gauge of 3in. A Guibal fan of the same capacity, 
direct connected to asteam engine, has been installed as a spare fan in 
case of accident to the Capell fan. 

ScREENING.—The coal is screened over a 34in. bar screen, the over- 
size being picked by hand on a picking belt, and loaded into railway 
cars; the undersize is screened over a 3gin. screen. The oversize 
from this screen is crushed, mixed with the undersize and conveyed to a 
s0o0-ton capacity bin for unwashed slack. This slack coal is washed in 
coarse and fine Luhrig jigs. The washed slack is sent to the Bernard 
coke ovens, situated near the steel plant, or to the Bauer ovens near the 
coal washery. The overflow from the washery is settled in settling 
tanks, but a certain amount of the sludge is wasted and discharged into 
the sea. ; 

Power Piant.—The power plant consists of six 275-h.p. water- 
tube boilers, three of which are fired with waste gases from a battery 
of 30 Bauer coke ovens. The gas is drawn from the ovens and passed 
through the boilers by means of induced and natural draft. The other 
boilers are fired with slack coal and coke breeze from the coke ovens. 
The company is now carrying on experiments with a mechanical chain- 
grate stoker for firing the boilers with fine slack. The coal is hoisted to the 
surface by means of ordinary cages placed in counter-balance. Each cage 
holds two cars having a capacity of 1500 Ibs. of coal each. The main hoist- 
ing engine is driven by a pair of cylinders 36 in. by 60 in., the diameter of 
the drum being 18 ft. The man-hoist is of the same size, but is fitted 
with a pair of conical drums and equipped with regular and safety 
brakes. Compressed air for hoisting and pumping underground is 
supplied by a cross-compound Walker air compressor having a capacity 
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of 4000 cu. ft. of air per minute ; size of steam cylinders, 24 in. and 
46 in.; air cylinders, 26 in. and 42 in.; stroke, 54 in. The mine is 
equipped with steam and air pumps for handling a capacity of goo gals. 
per hour. | ; 

No. 2 or Lioyp COLLIERY 

This colliery is on the Lloyd seam and is situated about rooo feet 
north of No. 1 colliery. Four slopes, 7 ft. wide, have been driven from 
the outcrop, 1600 ft. from the shore line, for a distance of about one 
mile to the dip. As the dip of the coal seam is one in eleven, seaward, 
the face of the workings is about 4ooo ft. from the shore line and 
soo ft. beneath sea-level. 

Of the four slopes, one slope is used as a return air-way, one for a 
pipe-line and travelling-road, while the two middle ones are used as 
the main haulage-ways for the empties and loads of the endless-rope 
haulage. | 

As the workings are submarine, and that the cover might 
be sufficient to keep out the sea water, the first level was driven 
both ways from the slope at 3400 ft. from the crop line. There 
are now three levels driven on the north and south side, the distance 
between levels being about 650 ft. This seam has an av ‘rage thickness 
of about 6 ft. and is not badly disturbed by faults. 

System oF Mininc.—The system of mining used is room-and- 
pillar. Headways, 8 ft. wide, re driven up the pitch from the levels 
every 300 ft. and rooms 18 ft. vide are driven at right angles to the 
headways. ‘The pillars are 20 1<. wide and crosscuts are driven every 
60 ft. Only advance work is being carried on as the cover is too thin 
to permit of drawing the pillars. The roof is a tender shale and the 
floor a soft fire clay. . he coal is mined by 35 compressed air coal- 
cutting machines of the Ilardy type. The compressed air for these 
machines is obtained from a compressor at No. 1 colliery, which has a 
capacity of 4,000 cu.ft. The power plant and haulage engine are also 
situated at No. 1 mine. 

BLASTING.—Bulldog powder and squibs are used for blasting. 
Station humidity reports are made at different points in the intake and 
return airways, but, as the mine is damp, no sprinkling is required. 

VENTILATION AND LiGuTInc.—The haulage road is used as an 
intake and the ventilating current is split at the bottom of the slope, 
one current ventilating the north side, the other ventilating the south 
side ofthe mine. The mine is ventilated by a Capell fan, 15 ft. by 10 ft., 
Capacity 150,006 cu. ft. a minute, driven by a duplex 9 in. by 9 in. 
steam engine. Marsaut safety lamps are used exclusively underground. 

TIMBERING.—The system of timbering is props-with-caps, and, 
sometimes, props-and-booms depending on the condition of the roof. 


a 
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In timbering the mine, .57 lineal feet of props and booms are used per 
ton of coal mined. 

About 297 men are employed underground and 38 above ground. 
The output averages about 500 tons per day. 

ScREENING.—The bankhead is of wooden construction and is 
situated about 2000 ft. from the slope mouth. The endless rope haulage, 
delivers the coal to the bankhead in one-ton mine cars, where it is 
screened over a 2-in. bar screen and a 34-in. square-mesh, knocking 
screen. It is then loaded into 15-ton hopper-bottom railway cars. 
The large sized coal is, however, first picked on a picking belt. 


No. 3 OR FLORENCE COLLIERY 


This colliery is situated near Big pond on a branch of the company’s 
railway 214 miles from No. 1 Colliery and five miles from the shipping 
pier at North Sydney. 

The coal seam worked is Sydney Main, average thickness 4 ft. 9 in. 
and dips one in eleven to the eastward. The mine is developed by 
three slopes driven from the outcrop 8800 ft. to the dip. One slope is 
used for main endless-rope haulage, one for a travelling road and the 
other for a return air-way. There are in operation seven levels, driven 
from the main slope on the south side, and two on the north side. The 
mine has a capacity of 1000 tons per day, but the actual average is 
about 900 tons. There are 473 men employed underground and ror 
above ground. 


Svorem or Mrininc.—The system of mining used is bord-and- 
pillar, the rooms being 20 ft. wide and 300 ft. in length, and the pillars 
from 35 ft. to 40 ft. thick ; crosscuts are driven every 60 ft. Owing to 
the workings being largely submarine, and as the cover is not great, no 
pillars have been drawn. The coal is mined by compressed air coal- 
cutting machines of the puncher type. There are 40 of these in the 
mine. All machine cuttings are loaded out before blasting. 


Biastinc Metuops.—Bulldog powder and squib and Monobel 
and battery are used for blasting. The mine is dry in parts and water 
tubs with sprays are used for sprinkling. 

In timbering the mine .75 lineal feet of props and booms are used 
per ton of coal mined. 


VENTILATING AND LIGHTING.—The mine is ventilated by a Capell 
fan, 1s ft. by 7% ft., direct connected to a tandem, compound steam 
engine. It delivers 48,900 cu. ft. of air per minute, the water gauge 
being 2.2in. A ro ft. by 6 ft. Murphy ventilator is installed as a spare 
fan. Marsaut safety lamps are used exclusively underground. 
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PowER Priant.—The power plant consists of six 250-h.p. water- 
tube boilers which burn slack coal and coke-breeze. The draft is 
induced by means of a Sheldon fan. 

SCREENING.—The bankhead is equipped with two rotary tipples 
and the coal is screened over 134-in. bar and 1%4-in. shaking screens. 
The coal which passes over the 134-in. bar screen is picked over a pick- 
ing belt and loaded into cars. A portion of the slack coal is burned 
under the boiler to produce steam, the remainder i$ loaded into cars and 
sent to the washery plant at No. 1 Colliery. 

HavuLaGeE.—Endless-rope haulage on single tracks is used on all 
levels except No. 2, which is operated by horse haulage. The main 
endless-rope haulage is operated by a tandem compound engine ; size 
of cylinders 14 in. by 24 in., with a 42-in. stroke 

A compound steam engine, size of cylinders 14 in. and 24 in. by 
42-in. stroke is used for operating the main endless rope haulage on the 
slope. 

Compressed air for operating the coal cutters, mine haulage and 
pumping is furnished by a cross-compound Norwalk air compressor, 
capacity 3500 cu. ft. of air per minute and a Walker air compressor, 
capacity 3000 cu. ft. 


No. 4 oR ScoTiA COLLIERY 


This mine is situated about two miles to the northwest of No. 3 
Colliery, and -is seven miles distant from the shipping pier at North 
Sydney. A branch railway connects it with the other lines of the com- 
pany’s system. The seam worked is the Sydney Main, which has, 
at this point, an average thickness of 4 ft., and a dip of one in eleven 
to the eastward. Themineis developed by three slopes driven from the 
outcrop 4000 ft. to the dip. The middle slope, which is 12 ft. in width, 
is used as a main haulage slope ; while two outside slopes, which are 
each ro ft. wide, are used as travelling roads, and for ventilating pur- 
poses. The slopes are separated from one another by pillars 
as ft. thick. The mine has a capacity of 600 tons per day, but the 
actual average is about 500 tons. There are 376 men employed under- 
ground and 76 above ground. 

System or Mininc.—The system of mining used is bord-and-pillar. 
Levels are driven both ways from the main slope every 500 ft., and head- 
ways are driven up the pitch from the levels, 250 it. to 300 ft. apart. 
From the headways rooms are broken off and driven parallel to the 
levels. The rooms are 20 ft. wide and the pillars are each 20 ft. thick. 
The cover varies in depth from zero at the outcrop, to 270 ft. at 
the bottom of the slope. As soon as the rooms in a level are 
nearly finished, the pillars are drawn by commencing at the slope 
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side and advancing towards those rooms which are almost completed at 
the end of the level. These latter pillars are recovered by means of 
headways, which are driven from the next lift. Headways and levels 
are driven 14 ft. wide and timbered with ordinary booms and props. 

The coal is mined by electric coal cutters of the puncher and long- 
wall chain types. Blasting is done with Bulldog powder and squibs 
and Monobel and battery. The mine is naturally damp and no sprink- 
ling is resorted to. In timbering the mine, 31% lineal feet of props and 
booms are used per ton of coal mined. 


Havutace.—As the mine is free from gas «and naturally damp, 
all the haulage and pumping is performed by electric hoists and 
motors ; a practice that would be unjustifiable in mines where such 
conditions do not exist. Plane haulage is used on the main slope, 
the mine cars being hoisted to the surface in rakes of 20 cars. The pit 
tubs or mine cars are pushed by hand to the headways, the cars are then 
lowered to the standage on the level at the bottom of the headways, by 
means of 11 h.p. motor-driven electric hoists, The empty cars are 
hoisted from the level, to rooms on the headway, by means of the same 
hoists. Haulage on the levels is by single track endless-rope haulage, 
operated by a 22-h.p. electric motor which, generally, serves three 
headways. Direct current is used on all motors, at 240 to 250 volts. 
The main haulage is driven by second-motion double drum hoist ;_ size 
of cylinders 16 in. by 24 in. stroke ; drum 6 ft. in diameter. 

VENTILATION AND LicHTinc.—The mine is ventilated by a 54-in 
by 60 in. Sirocco fan having a capacity of 150,000 cu. ft. a minute 
with s-in. water gauge. This fan is belt driven from a steam engine 
14 in. cylinder diameter, by 12 in. stroke, and delivers 54,322 cu. ft. 
of air per minute with a water gauge of 1°/7 in. Marsaut safety lamps. 
are used exclusively underground. 

ScREENING.—The coal is hauled out of the slope in mine cars and 
lowered down on a trestle, making an angle of about 60° with the 
direction of the slope, to the screening plant, where the coal is dumped 
on a i-in. bar screen by means of a revolving tippler. The over- 
size is picked on a picking belt, 5 ft. wide by 43 ft. long, and discharged 
into 15-ton hopper bottom railway cars. The slack coal falls into a 


slack-hopper and is conveyed by a cross belt which discharges into rail- 
way cars. 


PowER PLant.—The power plant consists of four 75-h.p. return 
tubular boilers. This plant furnishes steam for the main haulage engine, 
fan engine, and electric generators. Electric energy for lighting, 
pumping, coal-cutting and mine haulage is supplied by two 1oo-k.w. 
direct current generators direct driven from 15 in. by 16-in. steam 
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engines. The plant is also equipped with the necessary blacksmith 
and machine shops for doing ordinary mine repair work. 


No. 5 or Queen Pir 


This is an old colliery which was formerly worked by the General 
Mining Association and was recently re-opened by the Nova Scotia 
Steel and Coal Co. Prior to 1854, the coal was worked from an area 
extending to the rise of what was afterwards the Queen pit workings, 
from what was known as the “B”’ pit, but, owing to a heavy influx of 
water which overpowered the pumping engine, it was abandoned, and 
the Queen pit was brought into operation. This shaft is sunk on the 
Sydney Main seam, and has a depth of 360 ft. The seam dips one in 
eleven to the east and averages 514 ft. in thickness. The dip workings 
in this mine connect with No. 1 Mine. It has a capacity of s00 
tons per day, but the actual average output is about 450 tons. 


SysTEM OF Mininc.—The mine is developed by means of a main 
level, which has been driven for a distance of half a mile to the north 
and south of the shaft. It is operated by endless-rope haulage and 
the workings are to the rise and dip of this level. The sysiem of mining 
used is bord-and-pillar. The rooms are 18 ft. in width, and the pillars 
are from 18 ft. to 24 ft. in thickness. As all the rooms in this area have 
been driven, the pillars are now being removed, thus recovering a 
large percentage of them. In timbering the mine, 4 lineal feet 
of props and booms are used per ton of coal mined. Station humidity 
reports are made at different points on the intake and return air-ways. 
The coal is hoisted to the surface by means of an ordinary cage. The 
mine cars are 8s0 lbs. in weight and have a capacity of 1500 lbs. of coal. 


VENTILATION AND LIGHTING.—The mine is ventilated by the return 
air from No. 1 Colliery, the fan being installed at No. 5 shaft. Marsaut 
safety lamps are used exclusively underground. 


- ScrEENING.—The coal is screened on the bankhead, over a pair of 
2-in. and 34-in. shaking screens. The upper screen is also furnished 
with blank plates for making run-of-mine. The screened and nut coal 
is picked over picking belts before being discharged into railway cars. 


Power PLant.—The power plant consists of three so0-h.p. return 
tubular boilers, and the endless-rope haulage is operated by a 75-h.p. 
direct current motor. The hoisting in the main shaft is done by a direct 
connected steam engine; size of cylinders, 14 in. by 36-in. stroke. The 
bankhead machinery is driven by a 35-h.p. 240-volt, direct-current 
motor. 
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BRIQUETTING PLant, Mackay MINE 


On account of the friable nature of the coal mined at the Mackay 
Mine, much slack is made. As there is little or no market for this, 
the management have installed a briquetting plant, the first for 
briquetting bituminous coal, that. has been installed in Canada. 
The same company has also installed two similar units at the Colonial 
Mine, which produce 175 tons of briquettes per day. The briquetting 
plants are of Belgian manufacture and are of the roll press type. 

The briquettes, which are oval in shape, are manufactured from a 
mixture of coal and pitch, which is run through rolls. When they 
come from the rolls they are usually soft, but harden upon cooling, 
and withstand handling very well. The pitch, used as a ‘binder,’ 
forms from 6 to 8 per cent of the mixture, by weight, and is one 
of the by-products obtained from the tar, recovered at the 
Dominion Iron and Steel Company’s coke-oven plants. The briquettes 
have been used with considerable success upon the Intercolonial rail- 
way, and also for domestic purposes. The Mackay mine plant, 
diagrammatically outlined on page 79, has a capacity of 10 
tons of briquettes per hour. The plant is housed in a building 45 feet 
by 33 feet and 2s feet high. The machinery is driven by a 75 h.p. motor. 

METHOD OF MANUFACTURE.—The coal from the mine is screened 
over a 34-in. screen; the lump coal, which is 34-in. or more, in diameter, 
is sent to market, and the fine coal is carried by a disc elevator to a 
7s-ton bin. From the bin the coal is discharged by chute into a 1o-ton 
concrete pocket situated at the briquetting plant and is then elevated 
by a bucket elevator to a 3-ton cone hopper; by means of a revolving 
table and a plough-shaped cutter, situated at the bottom of the 
hopper, it is fed from the hopper to the disintegrater at any desired 
rate of speed. 

After crushing, the pitch is fed into the disintegrater by means 
of an adjustable feed, similar in type to the one used for the coal. From 
the disintegrater, the coal and pitch are elevated to the mixer where 
super-heated steam is introduced. The heated coal is then conveyed 
to the roll press by means of a spiral conveyer. 


The following diagram shows the arrangement of the plant : 
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Coal from mine 


34-in. screen 


al Zi 
| 
Lump coal 
‘ (market) 
Disc elevator 
75-ton bin 
_ Chute to 
briquetting plant 
10-ton concrete hopper 
Bucket elevator 
3-ton cone hopper Pitch 
Bucket elevator 
Grinder 
Revolving adjustable __ Pitch hopper 
feed at bottom of hopper with oi dct feed 
ue 
Boiler 
Steam 
Disintegrater Super-heater 
Elevator Super-heated steam 


Mixer 
Spiral conveyer 


Briquetting rolls 
Briquettes; | 
cooled by fan 
if necessary 
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INVERNESS MINE 


This mine is situated at Inverness, a town on the west shore of 
Cape Breton. The mine is owned and operated by the Inverness 
Railway and Coal company. As Inverness harbour is unsuitable for 
a shipping port, all water shipments are made from Port Hastings, 
about 60 miles distant. Rail shipments are made by means of the- 
Inverness railway which connects with the Intercolonial railway at 
Point Tupper. 

The seam worked is known as the Seven-foot seam, and the coal 
averages seven feet in thickness. The dip varies from 154° at 
the surface, to 43° at the bottom level ; the direction of dip is N. 7° E. 
In addition to the seven-foot seam, there is a 13-foot seam of coal, 
which is situated about 270 ft. above the seam, and is not being 
worked. The coal in this second seam is not all clean. As the pillars 
are being drawn from the lower seam, it is doubtful if the upper can 
be subsequently worked over the same area. 

The mine was first opened up by a main haulage slope, 3600 ft. in 
length, driven from the outcrop on the full dip of the seam. As the 
dip increased to 40°, an angle slope was started off the main 
slope about 4oo ft. from the surface, and driven at an angle of about 
45° to the direction of dip, for a distance of about 5600 ft. 


System or Mrininc.—The system of mining used is bord-and- 
pillar. Pillars 150 ft. in width are left on each side of the slope to pro- 
tect the main slope. Levels are driven in double entry for nearly one 
mile to the east and west of the main slope in such a manner as to leave 
500 ft. of coal between them. Pillars from 35 to 50 ft. wide are left 
between the main and counter levels ; the upper level being the haulage 
road. Headways in triple entry are driven up the pitch from the levels 
every 600 ft. Rooms from 17 to 12 ft. wide, depending upon the 
amount of cover, are opened off from a pair of headways every 47 fiz, 
centre to centre, and are driven to meet each other. There are ten 
working places in a headway. 


When the dip does not exceed 25°, back balances are used in the 
headways ; on steeper dips, chutes are used. The upper rooms are 
kept in advance of the lower, and, as soon as the upper five rooms 
have been driven 300 ft., the pillars are drawn back towards the 
heading. In drawing pillars, the face of the upper pillar is always kept 
20 ft. in advance of the next lower pillar. As soon as the top half of a 
balance is finished the rooms in the lower half are driven and the pillars 
extracted. The pillars are drawn to within two rows of pillars from the 
level. These level pillars will be recovered as soon as a level is com- 
pletely worked out. Five lineal feet of timber are used per ton of coal 
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mined and loose black powder and squibs are used for blasting. The 
mine has an average output of about 1ooo tons of coal per day. 

The cover over the workings varies in depth from zero to over 1,220 
ft. A considerable portion of the workings of this mine is under the sea ; 
some of them extending to a distance of half a mile beyond the shore- 
line. Under the land area pillars are not drawn out where the cover 
is less than 350 feet in depth, and submarine pillars are only removed 
where the cover exceeds 550 feet. The immediate roof over the coal 
consist of from 2 ft. to 10 ft. of shale ; above this, is about 40 ft. 
of sandstone, and about two-thirds of the remainder of the strata 
consists of shale. The pavement is shale. 

HAULAGE.—Horses are used for haulage on the main levels. The coal 
is hauled up the main slope by means of a second motion hoisting engine 
situated on the surface, in trips of ten cars of a capacity of one ton each. 

The accompanying diagram shows the screening and washing 
operations used at this mine. 

SCHEDULE OF SCREENING AND WASHING OPERATIONS 
Cars from mine 
Rotary tipple 


34-in. ies screen 


| 
Elevator Sereened coal 


50-ton bin 
Picking belt 
40 ft. long 
Water added 
beneath inclined screen 
Ry. cars 
(market) 


Knife-edge cutter 


| 
Washed coal 
and overflow 


Stone, dirt, etc. 


Pocket 
me tank 


| | to bin 


| 
Water and fines Coarse Coal | 
Ry. cars 
eel?) Elevated to Pocket 
| Ry. cars 
Water Fines (market) 


| 
Elevator 
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Owing to the large amount of slack coal made during mining 
operations, the company have installed a coal-briquetting plant, with 
a capacity of-10 tons of ovoid briquettes per hour. The briquetting 
plant is situated about a quarter of a mile from the mine, and the 
coal is delivered there, from the screening plant, by means of 27-ton 
hopper-bottom railway cars. The diagram also gives an outline of 
the briquetting process installed at this mine. The binder used 
is pitch recovered from by-product coke ovens, and is obtained from 
the Dominion Tar and Chemical Co., Sydney. The percentage of 
pitch necessary to give firm briquettes is estimated at from 5 per cent 
to 8 per cent of the weight of coal used. 


OUTLINE OF BRIQUETTING PLANT 


Coal through 34-in. screen Pitch platform 
in 27-ton cars (Pitch broken by hand) 
Elevator pocket Pitch cracker 
Elevator Elevator 
| 
Mixer 


Disintegrater 
: Elevator 
Vertical heater 
Briquette roll-press 
Cooling belt 


Belt conveyer, 
80 ft. long 


Storage bin, 
40-tons capacity 


Bo1tER Prant.—The boiler plant consists of four 212-h.p. and two 
2so-h.p. water-tube boilers. Two 15-h.p. and one 35-h.p., vertical 
boilers, are installed, but are not in use. 
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SURFACE MAcHINERY.—The surface machinery consists of : 


One second motion, double drum, main-slope hoisting engine, 
geared 3 to1; size of cylinders 163 in. by 30 in.; diameter of drums 
7 {t., each containing 5500 ft. of 14-in. plough steel rope. 

One second motion hoisting engine for travelling slope ; size of 
cylinders 12 in. by 16 in.; geared 7 to 30; diameter of drum, 4 ft. 

One 20-h.p. hoist for disposing of mine waste. 

One 12 in. by 12 in. Robb engine, direct connected to a 50-k.w. 
generator for lighting purposes. 

One two-stage, 3100 cu. ft. capacity, cross compound, steam air 
compressor which furnishes power for mine haulage and pumping 
purposes. 


UNDERGROUND MacHINERY*—The underground machinery con- 
sists of compressed air hoists for sinking purposes, and the necessary 
compressed air and steam pumps for removing the mine water. The 
average daily pumpage is 432,000 gals. 


VENTILATION AND LicuTinc.—The mine is ventilated by an 18 ft. 
by 7 ft. Walker fan which is rope driven from a 16 in. by 30 in. simple 
steam engine. The fan delivers 110,000 cu. ft. of air per minute with 
a water gauge of 2.8 in. The air is split at the lowest level, one split 
going to each side of the slope. Marsaut safety lamps are used exclu- 
sively underground. The plant is also equipped with the necessary 
pumps for fire-fighting purposes. 


Acadia Coal Company 


This company owns and operates four collieries in the Pictou coal- 
field, and controls an area of 16 square miles, in which are situated _ 
the Albion colliery, the Allan Shaft, the Vale Colliery, and the Acadia 
Colliery. 

ALBION COLLIERY 


This colliery is situated one and one-eighth mile from Stellarton, 
a town on the Intercolonial railway, to which it is connected by means 
of a short railway. 

The following is an approximate section of the measures, showing 
the position of the coal seams : 
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At this colliery, four seams are worked—the Foord, Four-foot, 
Cage-pit, and Third. These seams are developed from a slope 5,200 feet 
in length driven on the dip of the Third seam. At No. 5 level, in the 
Third seam, 2,800 feet from the surface, a tunnel is driven to cut the 
Cage-pit, Four-foot, and Foord seams, all the coal from the latter being 
delivered at No. 5 level and hoisted up the main slope. The average 
dip on the main slope is about 22°. The system of mining used is 
bord-and-pillar in the Third, Cage-pit, and Foord seams ; but it is 
probable that the Four-foot and Fleming seams will be worked by the 
longwall method. 

System oF Mininc.—Levels 9 ft. wide are driven off the main 
slope every 700 feet and balances are driven up the pitch from the levels 
every 800 feet. The rooms are 7% ft. high and 12 ft. wide and the 
pillars are 47 ft. wide ; crosscuts are driven through the pillars as far 
apart as possible. In the Third and Cage-pit seams not much develop- 
ment work is being done, but some balances have been opened for 
pillar work. : 

The levels are driven to the boundary, and, as soon as all the 
rooms are finished, the pillars are drawn in retreating order and the 
level closed up. The top entry is the haulage level, and the bottom 
serves as a return for the next lift. Where a pillar face is lost through 
a fall, a room about 8 to 9 ft. wide is driven parallel to the pillar face, and 
about 6 ft. from it. The roof is then held on timbers, and the face 
is regained by commencing at the top and breasting back the six-foot 
pillar between the room and the fall. The upper pillars are each drawn 
a little in advance of the next pillar lower down. While only 7% ft. of 
coal is obtained in the room workings, 12 ft. is obtained in pillar work. 
Three to four feet of unsaleable coal is left in as a floor. The roof and 
pavement are composed of shale and impure fire clay. 

Mining is generally done with hand picks, but coal cutters of 
puncher and radial types are also used. 


Buiastinc Metuops.—Monobel and battery are used for blasting 
in coal, while Saxonite is used for rock. The tamping material used is 
clay, which is sent into the mine for that purpose. The mine is fairly 
damp and has no sprinkling system. No systematic hydrometer read- 
ings or records are kept. The average output is about 525 tons of 
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coal per day. There are 180 men employed underground, and about 
80 above ground. 

Power PLant.—This mine is supplied by electric power trom 
the central station, situated at the Allan shafts. The power is brought 
to the mine by two underground cables each containing three con- 
ductors, three phase current, at 3150 volts. 

The hoisting engine at the main slope is a 320-h.p. electric hoist, 
speed 600 ft. per minute ; voltage, 3,100. 

Two air compressors, which have a capacity of 1,600 cu. ft. of 
air per minute, and which are driven by a 320-h.p. motor, furnish power 
to the Albion and McGregor mines for underground haulage, coal 
cutting, and pumping. The voltage on motoris 3,100 and the amperage, 
at full load, 50. The speed of the motor is 500 r.p.m. and the air com- 
pressor 120. The air is compressed in two stages: first stage to 25 lbs. 
per square inch, second stage to 100 lbs. 

VENTILATION AND LicHTinc.—The mine is ventilated by a Walker 
fan delivering 60,000 cu. ft. of air per minute. This fan has been 
replaced by an electric driven Capell fan having a capacity of 100,000 
cu. ft. of air per minute. Wolf safety lamps are used exclusively 
underground. 

The water in this colliery is conveyed from one seam to the other 
by a series of bore-holes ; finally reaching the McGregor seam, it is 
raised to the surface by a pump with cylinders 16 in. and 26 in. and a 
24-in. stroke. 

SCREENING.—The coal is screened over a 2%-in. by 1-in. rocker 
and 34-in. screens, and loaded direct into railway cars. 

The bankhead machinery is driven by two 45 h.p., three 25 h.p., 
and five 10 h.p. electric motors. 

McGrecor MINE 

This mine is situated a short distance from the Albion Mine and 
the coal from it is screened over the same bankhead. 

The following is a section of the McGregor seam : 


Pletnine seam) << saee  ee eee 3-4 feet thick 
«6 ‘é 
Stones Ads te ee a ee ee 4 
e cé 
McGregor ‘seams 7 ss. scene eee a 8-10 


The McGregor seam is worked by means of a slope about 5,000 ft. 
long, which has recently been cleaned and re-timbered. There are 
seven levels on the east side and six on the west; the distance between 
the levels being about 500 to 600 ft. In No. 2, No. 3 and No. 4 levels, 
there is a large quantity of coal, but the writer is informed that, on 
account of the small pillars left on the east side of the slope, it is not 
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possible successfully to extract these pillars ; on the west side, the coal 
on No. 2 and on No. 3 level is of poor quality and is unsaleable. 
No. 5 and No. 6 levels on the east side have been cleaned up and some 
bords are in operation on them. This district has not been opened up 
since it was flooded after the fire in 1906. Pillars are now being 
drawn on No. 4 and No. 5 levels, west side. 


MeEcHANICAL EquipMENT.—AIl the power for this mine is sup- 
plied by electricity from the central power plant situated at the 
Allan shaft. To pump the water from the McGregor and Albion 
mines, two electric centrifugal pumps with a capacity of 550 gals. per 
minute each, have been installed at the bottom of the slope. An electric- 
_ driven Capell fan with a capacity of 100,000 cu. ft. of air per minute has 
been installed for ventilating the mine. The hoisting is done by a 320- 
h.p. electric hoist. The bankhead is connected by car-hauls with the 
Albion bankhead where the coal is screened over 234-in. by 1-in. and 34- 
in. screens and loaded direct into railway cars. 

The coal is shipped to the markets by the Intercolonial railway and 
also by rail to Pictou Landing, whence it is carried by boats to Montreal 
and other points. 


AcapiA MINE 


This mine is situated at Westville, three miles from Stellarton, a 
town on the Intercolonial railway. The upper, or Acadia Main seam, 
is the only seam worked from this colliery. The average thickness is 
16 ft.; the angle of dip varies from 22%%° at the surface to 26° at the 
bottom levels ; small faults are frequently met with in the workings. 
The main slope is driven on the dip and is about 5000 feet in length. 
The width of this slope varies from 10 ft., near the surface, to 8 ft. at the 
bottom. ‘The mine has a capacity of 350 tons per day, but the actual 
average is about 300. There are 220 men employed underground and 
about 70 above ground. About ten lineal feet of timber are used per 
ton of coal mined. 


Metuop or Mrninc.—Levels have been driven on each side of the 
slope every 300 feet, there being 12 levels in all. The maximum cover 
over No. 12 level is about 2,300 feet. Owing to the thickness of 
the seam and the great weight of the superincumbent strata the method 
of working is similar to that in use at the Drummond mine. (See dia- 
gram and description, pages 88,90.) From No. 3 level down, only 7 ft. 
3 in. of the top coal has been recovered and the company is now 
mining the bottom coal in No. 5 and No. 6 levels. . The method em- 
ployed is similar to that in use at the Drummond mine. 
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HavuLace.—Direct haulage is used on the slopes, and horse haulage 
on the levels. The track gauge is 2 ft. 4 in., and the mine cars have a 
capacity of nearly 1,800 lbs. 


Biastinc MetuHops.—In mining the top coal, shooting is not al- 
lowed but Monobel and battery are used for shooting the bottom coal. 
The mine is fairly dry and dusty and the levels are sprinkled about twice 
aweek. The roof is grey slate and the pavement a soft, impure fire clay. 


VENTILATION AND LIGHTING.—The mine is ventilated by a rope- 
driven Capell fan delivering 26,500 cu. feet of air per minute. The 
main slope is the main intake and the air is split at the bottom of the 
slope, one portion going to the north side and the remainder to the 
south. Wolf safety lamps are used exclusively underground. The 
water is pumped from the bottom to the surface in four lifts; average 
daily pumpage is about 275,000 gals. 


MEcuanicaL EQuipmMent.—The boiler plant consists of five 
150-h.p. water tube boilers. The main hoisting engine is 32 in. by 60-in. 
stroke, drum 10 ft. The hoist rope is 1% in. in diameter. The man 
hoist is 12 in. by 12 in. ; drum 4 ft. 8 in., rope 34 in. in diameter. The 
fan engine is 9 in. by 16 in. 

Power for mine haulage and pumping is supplied by two air com- 
pressors ; the air cylinders are 20 in. and 24 in. in diameter ; steam 
cylinders 24 in. and 30 in. by 36-in. stroke. The mine is also 
equipped with blacksmith, machine, and carpenter shops for doing 
ordinary mine repair work. 


SCREENING.—The coal is screened on a wooden bankhead equipped 
with shaker screens for separating the coal into lump, egg, nut and 
culm. The culm is burned under the boilers to produce power. 


ALLAN SHAFTS 


This colliery is situated at the north end of the town of Stellarton, 
and about 1100 ft. from the old Foord pit shaft, which was abandoned 
in 1880 on account of an explosion. It is worked by two shafts, No. 1 
and No. 2, each 32 ft. by rr ft. inside of timber. The Allan shafts were 
sunk for the purpose of cutting all the seams in the basin. No. 1 shaft 
encountered the Foord seam at about 1200 ft., and the Cage-pit at 1428 
ft. from the surface. This shaft is now filled with water up to the r200- 
foot level. No. 2 shaft was sunk 3s0 ft. distant from No. 1, and en- 
countered the Cage-pit seam at 962 ft. from the surface. The shafts are 
connected for ventilation by a stone drift driven from the 962-foot level, 
No. 1 shaft being the intake and No. 2 the return. The air is split at 


88 COMMISSION OF CONSERVATION 


the bottom of No. 1 shaft ; one split ventilates the Cage-pit seam, by 
means of the stone drift connection while the other ventilates the work- 
ings to the rise of the 1200-foot level in the Foord seam, and returns to 
No. 2 shaft, by means of a connection driven from No. 2 shaft to the 
Foord seam. Only the last-named seam is being worked. The thick- 
ness varies from 37 ft. to 45 ft. and the dip from 10° to 60°. 


System oF Mininc.—The systems of mining the coal used are 
bord-and-pillar and double bord-and-pillar. Bords are 12 ft. to rq ft. 
wide, and from 8 ft. to 9 ft. high. The pillars are never less than 50 ft. 
wide. There are 110 men employed underground and 50 above ground. 


The coal is lowered to the level by means of balances and chutes. 
The pillars are drawn by working out the upper pillar a little in advance 
of the lower, and, when a fall takes place in the bottom pillar, a large 
quantity of the coal in the pillar is easily secured. The old method 
used was to drive single bords close to the roof and split the pillar with 
a 20-foot or 30-foot room driven the full thickness of the seam. 


Owing to the great thickness of the coal, the high pitch of the seam, 
and the fact that some of the coal is badly crushed, it is not possible to 
get a high extraction by means of the methods now in use. 


VENTILATION AND LicHTING.—The mine is ventilated by a 26 ft. 
by 8 ft. Guibal fan with a capacity of 48,000 cu. ft. of air per minute, 
direct driven from a 13 in. by 24 in. steam engine. The mine makes 
gas, and Wolf safety lamps are used exclusively underground. 


BiasTING MeEtuHops.—Blasting is done by means of battery and 
Monobel powder. Coal-cutting machines are now being installed. 
The workings are fairly moist but no systematic hygrometer records 
are kept. 


MECHANICAL EQUIPMENT.—Turbine electric pumps are used for 
pumping the mine water. No. 1 and No. 2 shafts were pre- 
viously used for hoisting coal, the coal from No. 2 shaft being conveyed 
to the screening plant at No. 1 bankhead by means of a car haul and 
hydraulic elevator. They are now connected underground, and the 
hoisting is done at No. 1 shaft by means of a double drum steam hoist, 
size of cylinders, 29% in. by 5 ft. stroke. Each drum is partly cylin- 
drical and partly conicalin shape. The conical part tapers from 13 ft. 
2in. tog ft. The hoisting rope is 2 in. in diameter. Hoisting is done 
from four levels—1440 ft., 1200 ft., 962 ft., and 476 ft. The engine is 
fitted with over-wind and over-speed devices. Four deck cages, having 
a capacity of four tons of coal each, are used in the shaft. 
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SoRRENING.—The screening plant consists of four units, and fae a 
capacity of 3000 tons per day. The following diagram shows the 
schedule of screening operations : 


Mine Car on Cage (No. 1 Shaft) 
Run by gravity 
Revolving tipple 

Coal weighed 


Rocker bar screen 134-in. 


Ae as 
Lump coal Conveyer 
54 ft. x 5 ft. a belt 34-in. net shaking screen 
Ry. cars Ss 
(market) 
Slack to ry. Nut coal tory. cars 
cars or boilers (market 


CENTRAL POWER PLANT 


The central power plant is situated at the Allan shafts, and fur- 
- nishes steam and electric power for these shafts, as well as for the com- 
plete operation of the Albion and McGregor mines. 

Borter Prant.—The boiler plant is contained in a substantial 
brick building, 78 ft. by 126 ft. long, separated from the power plant 
by a brick partition. The installation consists of six 450-h.p. water- 
tube boilers, fired by automatic chain grate stokers. Space is also left 
for an additional unit of six boilers. The boilers are fired with slack 
coal, or culm, and, by proper adjustment of the mechanical stokers, 
almost perfect combustion is obtained. The steam pressure is 150 lbs. 
per square inch. They are fitted with superheaters for superheating the 
steam to 572° F. before it is used in the turbines. The diagram shows 
the coal and ash handling operations : 
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| 
Slack coal from | 
screening plant Coal bunker 


in ry. cars - in boiler house 
Hopper Ue 
Concrete tunnel 
Elevator To Coal bins over each boiler 
| 
Conveyer—— To stokers 
Chain-grate 
stoker 
Fine coal ; Ash 
falls through 
stoker 
Ash 
conveyer 
By ash conveyer 
to coal bunker 
Elevated 


to ash bunker 


The accompanying  illustration,* from a photograph taken 
while the plant was in operation, shows that smoke was not coming 
from the stack. 


PowER Prant.—The power plant is contained in a brick building 
75 {t. by 59 ft., and consists of two 1500-k.w., three 150-volt generators 
driven by steam turbines of the Curtiss type, the r.p.m. being 3000. 
Space is also provided for the installation of two similar machines. 
The illustration facing p. 84 shows one of the units. Electric energy 
for use in small motors at the Allan shaft is transformed to 525 volts. 
Electric energy at 3,150 volts is transmitted to the Albion and McGregor 
mines, a distance of a mile and a half. 


Drummond Colliery 


This mine is situated at Westville, Pictou County, Nova Scotia, 
and is owned and operated by the Intercolonial Coal Company, Limited, 
A branch railway connects the mine with the Intercolonial railway at 
Stellarton. Water shipments are made from the docks at Abercrombie. 
ten miles distant, and connected with the mine by the company’s 
railway. 


*Facing page 82. 
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The following coal seams have been found on this property : 


Mainor Acadia seam... 00 ...-.45.%.- 17 feet 
Intervenine strata oot. ge? 219 feet 
ETP IULSCALTT he ee. i's, Sal's lol 0) dines 12 feet 
diitervening strata. f.ieste BAUTeeL 

Rel ITISCGCOTI ere ee ie ee ae aa ce 8 feet 
[ntervening ‘Stratay os ..05%).% go feet 
Poutth seat tea ie wee a 8 feet 


Of these, the upper, or Main seam, is practically the only 
one worked at present, although some work has been done on the Scott 
Pit seam. The clay seam, under the Third seam, is worked at intervals 
in order to supply clay for the brick works. Access to this is obtained 
by means of a rock drift driven from No. 2 slope, Main seam, to the 
Third seam. The Main seam varies in thickness from 18 ft. near the 
surface, to about 16 ft. at the bottom of the slope. The angle of dip is 
about 20°. The mine has been developed by means of three slopes, 
No. 1, No. 2, and No. 4. No. 1 slope, 8600 ft. in length, is used for 
hauling coal from the lower levels. A pillar, 30 ft. wide at the surface, 
increasing to roo feet at the bottom, separates No. 1 from No. 2 slope. 
No. 2 slope is used as the riding slope, and for hauling coal (bottom coal) 
from No. 6 and No. 8 levels, also for hauling the clay from the Third 
seam. No.4 slope, about 2000 f. in length, is used for hauling coal 
from No. 4 section of the mine. 


Nineteen levels have been driven on each side of the main slope 
(No. x and No. 2) every 400 to 600 ft. The upper eight levels have 
previously been worked ; some of this work having been commenced as 
early as 1868. ' The old practice was to work the seam by bord-and- 
pillar ; 12 ft. of top coal being taken out near the surface, and rz ft. in 
the lower levels. This 11 ft. consisted of 9 ft. in the rooms and about 
2 ft. of brushing. After the bords had been driven the pillars were 
removed. 


System or Mrininc.—The present management is now recovering 
the 6 to 8 ft. of bottom coal left in the old workings. The method em- 
ployed is as follows : Bords ro ft. wide are driven in the bottom coal 
with the old fall for a roof. ‘The bords are kept timbered right up to 
the face. A false boom 12 ft. long is set in next to the face, and sup- 
ported on posts 12 in. long, set in hitches cut in on each rib. This boom 
is put in to hold the roof until the shooting is done, after which per- 
manent booms are put in, supported by three posts on the high side 
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of the rail. The bord is advanced by shooting two centre cut holes and 
a bottom rib hole on each side. By this method it has been found pos- 
sible, not only to recover the bottom coal from areas where pillars had 
been removed in the top coal many years ago, but also to recover the 
bottom coal from areas where the top coal pillars have recently been 
removed. 

In the Westville section of the Pictou coal-field, the seams 
have a high angle of dip, and, as these mines have been in operation for 
a considerable period, the main slopes are of great length and conse- 
quently the cover over the workings is also very great. 

The difficulties met with at the Drummond Colliery are as follows : 

1. As the cover over the coal, in the lowest levels, amounts to 
about 2700 ft., the roof and side pressure is very great. This 
necessitates the frequent brushing of all narrow work. 

~ 2. On account of the great thickness of the seam, it is not, under 
existing conditions, possible to mine the full height of the coal at a 
single lift. 

3. The roof and pavement consist of a soft shale. 

4. The increase of temperature due to increase in depth. 

It is a well known fact, that, in order to remedy the effects of great 
roof pressure, it is necessary to adopt a system of mining by which the 
faces can be developed as rapidly as possible, so that the coal may be 
exposed to the weight for a very short time, and the places closed as 
soon as possible. The following is a description of the method devised 
by the management, and in use at this mine : 

The system of mining used is what might be called advancing 
bord-and-pillar, in which the pillars are drawn a short distance behind 
the bord, while the bord is still advancing. The mine is laid out as in 
ordinary bord-and-pillar work. Levels are driven off the main slope 
400 to 600 ft. apart, and jigs are opened off the levels every 300 
feet, and driven to the rise as far as the next level. The roadway in all 
levels is 8 ft. wide, and is supported on each side by a row of 5 ft. by 5 ft. 
wooden cogs. The jig roadway is also supported by wooden cogs, and 
is 6 ft. wide between cog walls. Where the roadways are used for venti- 
lation, all cogs are filled solid. Roadways, 7 ft. wide between cog walls 
are driven from the jig every 37 ft. centre to centre. (See diagram 
facing page 88). 

Coc Watis.—The cog walls along each side of the roadways are 
6 ft. high, but two or three feet of brushing is taken out between the 
walls, so that the roadways are about 9 ft. in height. The roof is 
supported by booms 18 in. to 24 in. apart, placed across from one wall 
to the other. As soon as the roadway has been driven a short distance, 
the_20-foot pillar is drawn to within 10 ft. or 12 ft. of the face of the 
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roadway. The coal from this cut is loaded into cars, on the roadway, 
by means of a small iron chute, placed in a space left between two cogs, 
on the upper side of the roadway. These spaces are about 12 ft. apart 
and are locally known as ‘‘cundies.’”’ There are generally four places 
in a jig working at the same time, and the upper workings are kept a 
short distance ahead of thenext lower workings, as shown in the diagram. 
The workings from one jig are driven to meet those from the next jig. 
By this method only the top coal is, at present, recovered, but, from 
experience gained in other portions of the mine, it is evident that 
eventually the bottom coal may also be recovered. 

In 1911 about 12 lineal feet of timber were used per ton of coal 
mined. 


Biastinc Metuops.—No blasting is done except in mining the 
bottom coal and then Monobel and battery are used. The mine is 
fairly damp on the haulage roads, but somewhat dusty at the working 
places. No systematic hygrometric records are kept and sprinkling is 
not resorted to. 

The mine has a capacity of tooo tons per day, but the actual 
average is about 800 tons. There are about 600 men employed under- 
ground and 230 above ground. 


VENTILATION AND LicHTinc.—The mine is ventilated by means of 
a Walker fan, 20 ft. in diameter, which is rope driven from a compound 
steam engine. The quantity of air in circulation is 50,000 cu. ft. per 
minute. The water gauge is 6.5 in. Wolf safety lamps are used 
exclusively underground. | 


Mine EQuipMentT.—The boiler plant consists of : 

Five 212-h.p. water-tube boilers and one, 200-h.p. boiler, situated 
at the main slope : 

Five boilers, with an aggregate of goo h.p. are situated at the 
compressor plant ; 

Three 60-h.p. boilers are situated at the Scott pit. 

Hoistinc MacHInEry.—The hoisting machinery consists of : One 
engine 24 in. by 42-in. stroke, drum 8 ft., which is situated at No. 2 
slope. 

One engine 28 in. by 60-in. stroke, drum 8 ft., which is situated 
at No. 1 slope. 

One engine, 16 in. and 24 in. by 26-in. stroke, geared 4 to 1, drum 
8 ft., situated at No. 4 slope. 

There are also a number of small compressed-air hoists, situated 
underground, which are used for mine haulage and sinking purposes. 
A number of compressed-air pumps, which pump the mine water in 
five lifts to No. 5 level, are installed underground. From No. 5 
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level the water is pumped to the surface, by means of a steam pump. 
A Walker air compressor, capacity 3100 cu. ft. of air per minute, is 
used to furnish power for mine haulage and pumping purposes. 

At the bankhead the coal is sized over 2-in. and 34-in. screens. The 
screens at No. 2 and No. 3 are each driven by an engine 8 in. by 12-in. 
stroke. ‘The culm from the screens is conveyed to the boilers and to 
the washery. The washed culm is coked in thirty-six beehive ovens. 


COAL MINES OF SASKATCHEWAN 


[® Coal Fields of Manitoba, Saskatchewan and Eastern British 
Columbia, Mr. D. B. Dowling summarizes the geology of the 
coal-bearing rocks as follows: 


In Manitoba, Saskatchewan, Alberta and eastern British Colum- 
bia, the coal is found in three distinct horizons in the Cretaceous, 
separated by shales of marine origin. The lowest is practically the 
base of the formation, and is considered Cretaceous from its fossil flora; 
though it lies just above the Fernie shale, now understood to be of 
Jurassic age. The line of demarcation is not very sharp, as the shales 
in their upper part become interstratified with sands, and gradually 
pass into a sandstone formation containing coal seams—called by 
Dawson the Kootanic. The age of the Kootanie, if not Jurassic, must 
be early Cretaceous. Above this, the Dakota does not appear to be 
coal-bearing in an economic sense, and not until near the top of the 
Belly River or Judith River formation is reached does there appear to 
have been land conditions of sufficiently long duration for the growth of 
material to form coal beds. The coal horizon in the Belly River contains 
but few workable seams; but its areal distribution makes it impor- 
tant. The third coal horizon is at the top of the Cretaceous, and 
includes part of the old Laramie formation. The upper part in Alberta 
is a fresh-water deposit, and is classed coal-bearing. What is believed 
to be the same horizon as the Lower Laramie, bears many lignite seams, 
and in Alberta is given the name Edmonton formation, the highest 
member of the Cretaceous. 

The three coal horizons are as below : 

(1) Edmonton formation in Alberta, and Laramie in Sas- 
katchewan. 

(2) Belly River (Judith River) formation. 

(3) Kootenay formation. 

The principal localities where coal mines are operated in these 
formations are as follows : 

Laramie formation—Souris district, Saskatchewan. 

Edmonton formation—In the vicinity of Edmonton, Alberta. 

Belly River formation—In the vicinity of Lundbreck, Lethbridge 
and Taber, Alberta. 

Kootenay formation—Banff and Crowsnest Pass districts. 
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The coal-fields of Saskatchewan are situated in the southern por- 
tion of the Province and extend from the boundary of Alberta on 
the west to the Manitoba boundary on the east. The area underlaid 
by coal is estimated at 5,500 square miles, containing in all about 
18,000,000,000 tons of lignite coal. At the present time, mining opera- 
tions are confined to the southern portion of the field. 

The report of the Department of Public Works of the Province 
of Saskatchewan, 1911, states that twenty-nine mines were in opera- 
tion in this field in 1911 and that 175,134 tons of lignite were produced. 
In ro11, the writer visited this district and gathered material for the 
following brief description of the principal mines in operation at that 
time. 

Bienfait Mine 


This mine is owned by the Canadian Pacific railway, but is now 
being operated under lease. It is situated about three quarters of 
a mile from Bienfait, a station on the Souris branch, to which it is con- 
nected by means of a railway spur. The coal seam averages about 21 ft. 
in thickness and lies practically flat. 


Mertuop or Mininc.—The room-and-pillar system of mining is 
used. (See diagrammatic sketch facing p. 96.) 


The entrance to the mine is by slopes which have been driven from 
the surface through the gravel and clay for a distance of about 350 ft. 
The coal is encountered at a depth of 60 ft. from the surface. The 
main entry is driven east and west from the foot of the slope. Pillars 
20 ft. in thickness are left between the main and the counter entries. 
Side entries, 8 ft. by 8 ft., are run from the main ones and, from these, 
the rooms are opened off every 33 feet from centre to centre. The 
rooms are opened from the entry with a width of 8 ft. for a distance of 
ro ft. and then widened out to a width of 16 ft. They vary in length 
up to 200 ft. 


VENTILATION.—Cross-cuts for ventilation are driven through the 
room pillars every 60 feet. The ventilation is induced by steam pipes 
in the slope. No.methane is found in this mine. The mine is generally 
damp. 


Biastinc Meruops.—Shooting off the solid is practised, and 
black powder is used. The shooting is done at 12 (noon) and 6 p.m. 


TIMBERING.—As the mines are situated at a long distance from 
where mine timbers can be obtained, the freight rates on the latter 
are high. Owing to this and to the fact that the coal is of a very low 
grade, the operators, as a matter of business, use as little timber as 
they can, and, consequently, a low extraction of coal is obtained. 


SKETCH SHOWING ARRANGEMENT OF MINE ENTRIES 
BIENFAIT MINE 
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ExTRACTION.—During the month of May, 1911, about 1500 tons 
of lignite were mined. The coal is used for domestic and steam pur- 
poses. Although the thickness of the coal is about 20 ft., only ro ft. 
is mined. About 4 ft. of top coal is left to support the roof and 
6 ft. of coal is left in the bottom. The immediate roof over the 
coal is a hard boulder clay ; above this, sand and gravel extend to 
the surface. Owing to the bad character of this roof and to the fact 
that there is no solid stratum over the coal, it is necessary to leave in 
the top coal. Where larger pillars are left and where the bottom coal 
is attacked soon after the opening of a room, the bottom coal may be 
recovered, though, as yet, practically none has been recovered. The 
present extraction from the mine is about 30 per cent of the total 
coal and no pillars have yet been robbed. Where the roof is as bad 
as in this case, it is better to take out the pillars as soon as possible 
after the rooms have been driven. 


Manitoba and Saskatchewan Coal Company 


This mine is situated four miles distant from Bienfait, and is 
connected with the Souris branch of the Canadian Pacific railway, by 
a mine spur. 


Meruop or Mrininc.—The coal bed, about 12 ft. in thickness, lies 
flat and is covered with about 80 ft. of sand, clay and gravel. <A 
-double-compartment vertical shaft has been sunk through the clay and 
gravel and the coal is hoisted to the surface by means of a self-dumping 
cage. The method of mining used is pillar-and-stall. The mine is 
laid out with the main entries running north-and-south and the side en- 
tries east-and-west. The width of these entries is 9 ft. and the height 9 ft. 
The rooms are driven 15 ft. wide and 9 ft. high ; the pillars are 54 ft. 
square. (See sketch facing page 98). The rooms are driven in panels 
consisting of 36 pillars, and as soon as the work has progressed far 
enough in a panel, as many of the pillars as possible are removed. 
It has been found that a greater percentage of the pillars can be re- 
covered in this way if the pillars are attacked as soon as possible after 
the rooms have been finished. If the pillars are allowed to remain for 
any length of time, the roof settles and heavy pressure is brought to bear 
upon them. Upon attempting to withdraw them the roof-coal and 
hard clay and gravel over the coal breaks, and caving results. In 
this way, not only is a low extraction obtained from these pillars, 
but the adjoining ground is disturbed, thus preventing a high extrac- 
tion from subsequent pillars. 

The sketch (facing page 98) shows the method of mining and the 
order in which the pillars are removed. Where the ground is bad, 
the pillars are split by three 18-ft. rooms, leaving 6-ft. pillars to 


98 COMMISSION OF CONSERVATION 


hold the roof and protect the next room pillar. In the case of (B) 
where the roof is very bad, a diagonal room is driven through the 
pillar and as much of the pillar as possible is recovered by slicing back. 

VENTILATION.—The mine is ventilated by a direct-driven Sterling 
exhaust fan. 

Brastinc Metuops.—In this mine, the blasting is done by the 
miners, black powder and squib being used. One pound of powder 
is used for every 2 tons of coal mined. The powder is charged into 
the holes in paper cartridges and clay, dug in the mine, is used for tamp- 
ing the hole. . 

No gas has been found in the mine and open lamps, burning seal 
oil, are used by the miners. 

TiMBERING.—The main entries are timbered with round sets, and 
in the rooms where the roof is bad, sets are also employed. Usually 
one prop 9g it. long is used for every ton of coal mined. 

Output.—This mine has a capacity of 1,000 tons per day of to 
hours, but, during the summer months, the demand for coal is small so 
that the maximum output is approached only during the autumn and 
winter. In 1910, the output was 60,000 tons, and, during the five 
months of 1911, the output amountéd to 40,000 tons. 


PREPARATION OF COAL FOR Marxket.—Although two  sizes— 
screen and pea coal—are made, about 60 per cent of the coal sold is 
shipped as run-of-mine. The coal is used for domestic and power 
purposes. Over ro per cent of the coal that goes to the screens is too 
fine to be marketable. It is taken a short distance from the mine, 
dumped on the prairie and burned. During the four years that this 
mine has been in operation, over 12,000 tons of screenings have been 
destroyed in this way. - It is impossible to store this slack coal at the 
mine as it takes fire easily from spontaneous combustion. 

EXTRACTION AND WasTE.—The coal seam averages 12 ft. in thick- 
ness, but about 9 ft. only is mined, 3 ft. of top coal being left in to support 
the roof. The proportion of coal taken out in advance work is about 
25 per cent, and about 60 per cent of the pillars are recovered, giving 
a recovery of about 70 per cent—excluding roof coal—or a recovery 
of 52.5 percent, including the roof coal. Of this, ro per cent is burned 
as Slack, leaving a total recovery of marketable coal of a little over 
47 per cent. | | 

Western Dominion Colliery Company 

This mine is situated on amine spur of the Souris branch of the 
Canadian Pacific ry., about five miles distant from Bienfait. Tt 
has a capacity of rooo tons per day and is one of the largest mines in 
the district. 
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Metuop or Mininc.—The coal seam averages 71% ft. in thickness 
and is covered with go ft. of sand, clay and gravel. The system of 
mining used is pillar-and-room. The entrance to the mine is by a 
slope. Main entries, 7 ft. 6 in. by 7 ft. 6 in., are driven at right angles 
to the slope and the rooms are opened off the entry every 29 feet, 
centre to centre. The length of the rooms is 200 feet, but every 400 
feet parallel main entries are driven and the rooms are opened off from 
them and driven to meet each other. The rooms are driven ten in a 
_ battery, and as soon as a room is driven 200 feet the pillar is sliced 
longitudinally on the return. The slice varies from 3 to 6 feet in 
thickness, depending on the character of the roof. The side entries 
are driven 6 ft. 6 in. wide. The entry pillars, 20 feet wide, are also 
extracted. 

The haulage system on the main levels is by electric locomotives 
operated by direct current at 150 volts. The ventilation is induced 
by chimney and furnace. No gas has been detected in the mine and 
open lights are used. 


BiastinG MetHops.—Chain coal-cutters are used for undermin- 
ing the coal in the rooms, and black powder ignited by squib is used 
for blasting. The shooting is done by the miners at any time. Clay, 
dug in the mine, is used for tamping. | 

TIMBERING.—The entries are well timbered with sets every 5 
feet. The rooms are usually timbered with props only. One prop is 
used for every 3 tons of coal mined. 

OutTput.—The following table gives the output of the mine from 
1904 to IgIto. 


YEAR Output IN Tons 
OAC MRM te cree NTRS UR eVGA cag oh Nia 94,850 
POOR RCE a arial iynt ase sium inal we 98,626 
ROOD ies a went wien Neti a as dpa By Be 
IWS OP ay ke A MEAs Rn ae re 84,119 
EOC eee Niners Md a RET ual a 71,691 
BOQOC) se cre a na eV ioae ng“ ave, ae Q1,8I1 
ROLOG MRA Ma Bree aU ER PEON Belg, AT 90,695 


PREPARATION FOR MArKET.—Sixty per cent of the output is 
shipped as run-of-mine, but about 9 per cent of the production is wasted 
and burned on the prairie as slack coal too fine to be marketable. 


Estevan Coal and Brick Company 
The mine and brick plant of this company are situated on a spur 
line of the Canadian Pacific ry., about one mile south of Estevan. 
The coal mined, about 40 tons per day, is used for brick burning. The 
plant produced about 12,000,000 brick in 1911. 
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The coal, 8 ft. in thickness, is overlain by about 12 ft. of clay, 
which is used for making soft brick. Under the coal, there is a 30-ft. 
seam of clay, which is used to make a red brick. The upper clay is 
obtained by stripping off the surface cover and the coal thus exposed 
is then mined. The lower clay is mined by open cut work. As the 
coal obtained from stripping is not sufficient to meet the requirements 
of the brick plant, underground mining is also resorted to. 


Metuop oF Mininc.—As the coal dips slightly into the hill, a 
slope has been driven on the coal and the entries are driven from the 
slope at an angle of about 45°. The rooms are opened off the entries 
and driven parallel to the direction of the main slope. 

The rooms are generally 200 ft. in length and 16 ft. wide. The 
height of the room is 6 ft. and 2 ft. of top coal is left fora roof. Fuifteen- 
foot pillars are left between the rooms. When robbed, about half the 
pillars are recovered 


BLAsTING.—Hand mining and shooting off the solid is practised. 
Black powder is used for blasting. 

The haulage on the main slope is by a hoisting engine, while horses 
are employed in the main entries underground. 


EXTRACTION.—About 55 per cent of the coal is recovered in 
advance work, and, as about half the pillars are recovered, the extrac- 
tion—excluding the top coal—is about 75 percent. The recovery based 
on total coal is 56 per cent. 


COAL MINES OF ALBERTA 


HE coals of the Belly River formation and the Edmonton 
formation grade between lignite and bituminous. The coals 
that belong to the Belly River horizon are found over an area of about 
25,000 square miles ; of this area 5,000 square miles are estimated to ~ 
contain 13,000,000,000 tons of coal. The amounts contained in the 
two provinces of Alberta and Saskatchewan have been estimated at 
10,000,000,000 tons and 3,000,000,000 tons, respectively. The prin- 
cipal coal mines within this area in Alberta are near Lethbridge, Taber 
and Lundbreck. 

The coals of the Edmonton formation are generally lignites ; 
but, in the foothills, they grade up to bituminous. The total area of 
workable coal has been estimated at 12,800 square miles with a probable 
coal content of 71,000,000,000 tons. The principal coal mines within 
this area are near the city of Edmonton. 


Belly River Formation 


The following are brief notes on the principal mines operating in 
the Belly River formation : 


Diamond Coal Company 


The mine is situated on the east bank of the Belly river, about 
fourteen miles north-east of Lethbridge. A seven-mile spur from the 
Crowsnest branch of the Canadian Pacific ry. connects the mine with 
the railway at Kipp. 

The coal seam is comparatively flat and outcrops on the river 
bank ; the strike is about N. 30° W. The thickness of the seam varies 
from 48 in. to 52 in. and is frequently broken by faults. 


The following represents a section of the seam taken in one of 
the rooms : 


TOTAWASI ACO aus eerie SN ds eS By, II in 
CTA aie fer, heer eR vcr tals Ne oe 
CORD ara tee eee ce: Bee RL Mirek ae nbs ht 
CSI BPRS og ec ee he ia 
COB. ES Woes lly ae aan Peat Rene Eton 
Bone coal and black-jack.. 50 0.2523 Tia, 


The pavement is. black-jack. 


The coal is undercut by compressed air punch machines, the 
mining being done in the eleven inches of black-jack. The mine is 
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worked by a level drift driven into the hill from the outcrop on the 
river bank. The coal is hoisted from the drift to the level of the 
prairie above by an outside incline 1,000 ft. in length. | 

Mertuop or Mininc.—The system of mining used is pillar and 
single stall. The main entries are driven parallel to the strike of the 
coal and are 8 ft. wide. The side entries, 8 ft. wide, are driven at 
right angles to the main entries every 300 feet. Rooms are opened off 
the entries every 60 feet, from centre to centre. Sixty-foot pillars are 
left between the main and counter levels. The accompanying sketch* 
shows the general method followed. ' 

Pittar Ropsinc.—After the rooms have been driven, the pillars 
are removed by taking strips off the pillar, beginning at the face of the 
room. About 40 per cent of the coal is removed in advance work, 
and nearly all of the pillars are recovered in retreat. 

Biastinc Mrtuops.—The coal is first undermined by machines 
and shooting is done by squib and black powder. The tamping ma- 
terial is clay obtained in the mine. The shooting is done by the miners 
at noon or at the end of the shift. This mine is not subject to windy 
shots, nor has it experienced any explosions. 

The roof is of draw slate and about ro in. or 11 in. of it falls im- 
mediately in the rooms. No gas has been found in the mine, and 
open lamps are used exclusively. 

VENTILATION.—The mine is ventilated by a Sirocco fan used 
as a force fan, which delivers about 41,000 cu. ft. per minute. The fan 
is driven by a noiseless chain from a 75-h.p. motor. The water gauge 
is rinch. There are no splits in the ventilation. 

In timbering the mine, about 8 lineal feet of props are used per ton 
of coal mined. : 

The coal is sized at the tipple by means of bar screens 12 ft. in 
length, and none is shipped as run-of-mine. T he screen sizes used are 
1Yin., 34in., and 14in., making lump, nut and pea coal. All coal 
under 1% in. is wasted. 

The following gives the percentages of the different sizes : 

Lump coal, about 75—79 per cent. 
Nut coal, about 5—6 per cent. 
Pea coal, about 6—7 per cent. 
Slack (wasted), 9—12 per cent. 

The coal is loaded direct into railway cars. The mine has no 
storage-bin capacity, but has a track capacity for about 13 thirty- 
ton loaded railway cars and the same number of empty cars. 

Power Priant.—The power plant consists of : (a) One cross- 
compound air compressor with a capacity of 3120 cubic feet per minute, 


*Facing page 98 
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which is used to furnish power for mine haulage and pumping. (0d) 
One 250 k.w., a.c. three-phase generator, for lighting and power 
purposes. 

A 30-h.p. motor for operating the tipple. 

 to-h.p. “. ‘* machine shop. 

“ 6-h.p. ss ‘* boiler conveyer. 

a e-h.p. driving a Sirocco fan. 
* 38-h.p. water-works. 

The boiler plant consists of two 250+h.p. and two 125-h.p. boilers 

fired by mechanical stokers. 


‘ 66 ¢é 


Output.—The capacity of the mine is about 600 tons per day, 
but the average daily output is about 200 tons. 


Lethbridge Collieries 


This mine is situated on a branch of the Crowsnest branch of the 
Canadian Pacific ry. about one-half mile distant from Kipp. The coal 
seam is the same as that worked at Lethbridge, Diamond City and 
vicinity. 

The mine is opened up by means of a three-compartment 17% ft. 
x 22 ft. vertical shaft, the coal being intersected at a distance of 573 
ft. from the surface. The seam is flat and occasionally broken by 
normal and up-throw faults. 


Metuop oF Mininc.—The system of mining is pillar-and-stall. 
The main and side entries are driven 8 ft. wide. The shaft pillar is 
250 ft. x 400 ft., and a 60 foot pillar is left between the main and counter 
levels. The side entries are driven 1000 ft. apart and the rooms are 
driven to meet each other from a pair of butt entries. The sizes of the 
rooms are 2so ft. long and 18 ft. wide. The room pillars are 22 ft. 
wide. The proportion of coal taken out in advance work is about 
so per cent. As it has, thus far, been found impossible to recover a 
large percentage of the room pillars, the company is now experi- 
menting with several methods. Longwall method is being tried and 
also pillar-and-room—the rooms ‘being 18 ft. wide and the pillars 54 ft. 
wide. These pillars will be drawn by splitting them with an 18 foot 
room and drawing the remainder in retreat. The mine has a capacity 
of 1600 tons per day. | 

VENTILATION.—It is ventilated by a rope-driven Walker fan, 
12 ft. in diameter, and 4 ft. wide, delivering 150,000 cu. ft. of air per 
minute. The fan engine is 16 in. by 30 in. in stroke. The average 
water gauge is 1 in. There are four air splits in the ventilation system. 

Biastinc Mztuops.—The blasting is done by battery and shot- 
firers at any time. The powder used is Monobel with No. 6 detonators. 
Forty per cent dynamite is used for brushing the roof and floor. The 
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tamping material used is clay dug in the mine. Wolf safety lamps are 
used and gasoline is burned as oil. 

Hoistinc.—Hoisting in the main shaft is done by a duplex steam 
engine 26 in. by 54 in. stroke. The diameter of the drum is 12 ft. 9 in. 
the ropes 134in. in diameter. The man-engine is a second motion hoist, 
size of cylinders 14 in. by 26-in. stroke. The diameter of the drum 
iS. Seb. 

TippLE.—The head-frame and tipple are made of steel and the 
coal is sized in a similar manner to that described under No. 3 mine, 
Alberta Railway and Irrigation Company. The tipple machinery is 
driven by four 10 h.p., one 7 h.p., and one 5 h.p. motors. 

The following diagram shows the tipple flow sheet : 


SKETCH SHOWING 
ARRANGEMENT OF TRACKS ON TIPPLE 


Shaft Tandem Rotary 
gs Kick-back 


Kick-back 
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Automatic feeder 
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- + 
| 
ay Picking table 
a | | 
¥ in. slotted Rock Conveyer 
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zie a Lump to 
railway car 
Power house Nut coal (market) 
to cars or 
boilers 


A cradle box-car loader is used for loading box cars. 

The boiler plant consists of a half unit of 4 x 2 so-h.p. water-tube 
boilers with chain grate stokers and induced draught. The boiler 
plant is also fitted with two 1000-h.p. feed-water heaters. 
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’ Power PiLant.—The power plant consists of : 

A 3000 cu. ft. capacity cross-compound air compressor for 
furnishing power for the coal cutters and pumps. 

A 3s0-h.p. cross-compound, vertical steam engine direct coupled to 
a 280-k.w., a.c. generator, for furnishing power and light. The mine is 
also equipped with carpenter shop, machine shop, etc., for doing ordinary 
mine repair work. 

The mine water is pumped to a central station by means of four 
4% in.x 12 in. pumps ; the water is pumped to the surface from the 
central station by means of an 8 in. x 12 in. x 18 in. mine pump. 


Alberta Railway and Irrigation Company 


This company operates the Galt mines at Lethbridge, and at the 
present time, mining is being carried on in two mines—No. 3 and 
No. 6. 3 


No. 6 MINE 


This mine is situated three miles from Lethbridge. A spur, 
3 miles in length, connects the mine with the Canadian Pacific ry. at 
that point. The coal is lignitic in character, and occurs in-aatiat OF 
slightly dipping seam, averaging about 4 ft. 4 in. in thickness. 

The following is an approximate section taken in one of the rooms : 


PDEA Was alot ss ere BI cco rs el vote norin 
Orgs Sect ie Get a aeeeenes ny Og ar a te 
Goalie ee tare SRu ae) Sepa nO? Sieeuavat iene Loe. 
COLA AiR tr eden eel Dat Pw St at aed, onal 
Cais Pa Are Wachee ark AN Rahs Ss Om 
IBIACK = TRG eet tke wae tere acco pavement 


Meruop oF Mininc.—The mine is worked from a perpendicular, 
four-compartment shaft, 20 ft. x 21 ft. and qoo ft. deep. The 
elevation of the shaft-collar is about 2936 ft. above sea-level. The 
seam is frequently disturbed by faults, and, at such faults, a little gas 
is occasionally encountered. 

The system of mining is pillar-and-room. (See sketch, p. 108). Every 
2000 feet, four parallel main entries are driven for the main haulage 
and ventilation roads. The butt entries are driven three in parallel 
every 300 feet. The rooms opened up off the butt entries are 250 ft. 
in length, and the so-foot pillars, which are left as barriers to protect 
the butt entries, are brought back when the room pillars are being 
removed. *The rooms are opened off the butt entries with a width 
of from 18 ft. to 20 ft. The room pillars are 18 ft. wide. 
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The pillars are first attacked by slicing the pillar back from the 
last crosscut. The remainder of the pillar is drawn in the same way. 
In this way 50 per cent of the coal is recovered in advance work and 
60 per cent of the pillars is recovered in return, making a total 
extraction of from 80 to 85 per cent. 

Endless rope haulage system is used underground. 

The plant has a capacity of 1500 tons per day, but the present 
actual output averages about 800 tons daily. About 325 men are em- 
ployed, 290 of this number being employed underground and thirty- 
five above ground. . 

The following gives the flow sheet of the steel tipple used for 
sizing and screening the coal. 


Shatt | Phillips dump 


Transfer 


table 


34-in. bar screen 


+ aoe 
Picking belt 3—in. screen 
Lump to ry. car | 
(market) 
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Rock dump 
ba —_ or boilers 
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The percentage of coal recovered in the different sizing processes ise5 


ID bboy epee aims aM iS dig a “8 per cent 
INGE iat ee oy ae is aes Dy"? . 
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The slack (10 per cent of the output) is wasted, as there is no sale 
for this product. 
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The hoisting in the shaft is in counterbalance, and the cages are 
loaded with two cars each, in tandem. At the pit-head, the loaded 
cars are removed from the cage by means of a Ramsay pusher, which, 
at the same time, pushes two empty cars on to the cage. 

VENTILATION.—Lhe ventilation is produced by a rope-driven 
Sirocco fan which delivers 60,000 cu. ft. of air per minute. The average 
water gauge is 214 in., and there are twelve air-splits in the ventilation 
system. 

Biastinc Metuops.—The coal is undercut in the bottom by 
means of Ingersoll compressed air punchers, twenty being used in the 
mine. The shooting is done by the miners at any time, black powder 
and squibs being used. The tamping material used is clay dug in 
the mine. ‘Windy’ shots are rare and this mine has never experi- 
enced any explosions. 

The soft shale roof falls in the rooms and requires timber at the 
face. About 8 lineal feet of timber are used per ton of coal mined. 

Power Piant.—The boiler plant consists of four 250-h.p. water- 
tube boilers, and there is room for the installation of two more. 
The boilers are fired by mechanical stokers and air ‘for com- 
bustion is supplied by induced draft. A 19 in. x 20 in. Robb-Arm- 
strong engine is used to operate a 200-k.w., a.c. generator. The 
power generated is used for lighting and power purposes. One cross- 
compound air and duplex steam air-compressor is used to compress 
air to 80 Ibs. for operating the coal cutters and pumps. The hoisting 
engine is 30 in. x 48 in. and the drum is 12 ft. in diameter. 


No. 3 MINE 


This mine is situated on a spur from the Canadian Pacific 
ry., one mile distant from Lethbridge. The mine is worked 
from a perpendicular shaft “Wm ft.x 15 ft. and 300 feet deep, from 
which workings extend from five thousand to eight thousand feet in 
several directions. The endless rope system of haulage is employed 
underground, utilizing about 10 miles of rope and operating in six 
systems. The capacity is about 1000 tons per day, but the actual 
average is about 7oo. There are about 350 men employed below 
ground and 60 above. The system of mining used is pillar-and-room, 
and is similar to that employed at No. 6 mine. (See sketch, p. 108). 

Biastinc Metuops.—The coal 1s undercut by Ingersoll punch 
machines and the shooting is done by black powder and squib. 

Mine EourpMent.—The tipple is constructed of wood and is well 
equipped with conveyers, screens, etc., which size the coal into lump, 
nut, and pea for market. The percentages of the various sized coals 
obtained are the same as at No. 6. The slack is wasted. 
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The railway cars are loaded by an Ottumwa box car loader. The 
boiler plant consists of 12 Robt. Mumford return tubular boilers, aggre- 
gating 1500 h.p. The boiler feed water is heated by exhaust steam. 


A 300-h.p. Vulcan hoist, 20 in. x 36 in. cylinders, with conical drum is 
used for hoisting out of the shaft. 


A Robb-Armstrong engine, driving an Allis-Chalmers-Bullock 
generator, develops 200 k.w. of electric energy at 2200 volts, which 
is used to operate a 133% ft-x 15 ft. Capell fan situated at the air shaft 
on the river, three-quarters of a mile distant. Two Canadian Rand 
air-compressors, one supplying 3150 cu. ft., the other 1800 Climry: 
of air per minute, operate twenty-five coal-cutting machines and the 
mine pumps. 


Chinook Coal Company 


This mine is situated about five miles from the Lethbridge collieries. 
The coal seam worked is the same as that described under No. 6 Mine, 
Alberta Railway and Irrigation Co. The dip is about 314° to the west. 

The entrance to the mine is by a vertical shaft 434 feet deep. 


MetHop or Mininc.—The system of mining is pillar-and-room. 
Cross-entries are driven 800 ft. apart and butt entries 400 ft. apart. 
The rooms and room pillars are 16 ft. wide. T he entries are 9 ft. wide 
and the entry pillars so ft. wide. Advance work only is being carried on 
and no pillars have yet been drawn. It is the intention of the operators 
to draw the pillars as soon as all the rooms in a panel have been driven. 


Biastinc Metuops.—The coal is undercut by compressed air coal 
cutters and the blasting is done by means of black powder and squib. 
Dynamite is used for blasting in wet places. The tamping material is 
clay dug in the mine. 

Open lights are used underground. 


HavLaGe.—Hoisting in the shaft is done in counter balance by 
means of a first motion double-drum steam engine, 24 in. by 36-in. 
stroke. The diameter of the drum is 8 ft. and the hoisting rope is 14 in. 
in diameter. | 

Horse haulage is used underground. 


VENTILATION.—The mine is ventilated by a Sirocco fan, 8 ft. in 
diameter, direct-driven from a 15-in. by 24-in. steam engine. It is 
used as a force fan and delivers 50,000 cu. ft. of air per minute. 

There are three main splits in the ventilating system. 


OutTput.—The mine has a capacity of 650 tons per day, but the 
actual average output is about 200 tons. There are roo men employed 
underground and 20 above ground. 
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METHOD OF WORKING GALT MINE, No. 6 SHAFT, LETHBRIDGE, ALTA. 
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The bankhead is of steel construction. The following is an outline 
of the screening operations : 


Self-dumping cage 


l-in. bar screen 


~ + 


Weigh-pan 


2-in. and 1-in. shaking screens 


| 
| | | 


— l1-in. slack — 2-in., + 1-in. + 2-in. 
nut coal lump coal 


Boilers 
Ry. car or boilers Picking belt 
Lump coal (ry. car) 


Mine Eguipment.—The boiler plant consists of five 150-h.p. 
return tubular boilers equipped with mechanical chain-grate stokers 
and induced draught. 

The power plant consists of a 125-k.w. a.c. generator, 2 300 volts. 
The power generated is used for pumping water from the river, two 
miles distant. * 

Two air’ compressors, 1ooo cu. ft. capacity each, are used to 
supply power ‘for coal cutters and mine pumps. 

A steam engine, 8 in. by 12 in. is used to operate the screens and 
the picking belt. 

A box-car loader is used for loading railway cars. 

The mine is also equipped with machine, carpenter, and blacksmith 
shops for doing ordinary mine-repair work. 


Royal Collieries 


This mine is situated at New Lethbridge, on a spur line six miles 
from the Canadian Pacific ry. The seam, which is the same as that 
worked nearer Lethbridge, averages about four feet in thickness. It 
has a slight dip to the north, and is very little broken by faults. 

The mine is worked from a 4oo ft. slope driven on an angle of 
about 35°. It has a capacity of 300 tons per day, but the actual 
average is about 200 tons. There are about 50 men employed under- 
ground and 20 above ground. 
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Metuop oF Mininc.—The system of mining used is pillar-and- 
room. ‘The main and side entries are driven 6 ft. wide. The rooms . 
are 17 ft. wide and soft. long. The room pillars are 18 ft. wide. The 
proportion of coal taken out in advance work is about 50 per cent 
and the total recovery is about 80 per cent. 

VENTILATION.—No gas has been found in the mine and open lights 
are used exclusively. It is ventilated by a Murphy fan delivering 
20,000 cu. ft. of air per minute. 

Buiastinc Metuops.—The coal is undercut by Ingersoll compressed- 
air machines and the shooting is done by the miners. Black powder 
and squib are used for shooting ; the tamping material used is clay 
dug in the mine. 

Mine EquipMENT.—The pit-head is of wooden construction. The 
following diagram gives the flow sheet for preparing the coal for market : 


Four rotary tipples 
Four hoppers 
(Capacity one car-load each) 
Rock conveyer Coal conveyer 


34-in. bar screen 


Lump coal g-in. bar screen 
Conveyer Nut 14-in. screen 
Weigh scales Conveyer 
Pea coal Slack to 
boiler 
and waste 


Coal bin, 30 tons Coal bin, 30 tons 

Coal bin, 30 tons 
The boiler plant consists of two 80-h.p., and one 125-h.p. return 
tubular boilers. The company also intends to install two 125-h.p 
boilers. | 
The power plant consists of : 


a 


A 14 in. x 14 in. steam engine for driving a 20-k.w., d.c. gener- 
ator. The electricity is used for power and lighting purposes. 


One cross-compound air-compressor, 14 in. x 22 in., furnishes air 
for the coal cutters and pumping. In addition, there is one 350 cu. ft. 
capacity air compressor. The following machinery is also installed: 
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A 1so-k.w., a.c. generator, and a 17 in.x 16 in. steam engine for 
driving the same. 


Canada West Coal Company 


This colliery is situated west of and adjoining the town of Taber 
on the Canadian Pacific ry., thirty miles east of Lethbridge. The coal 
seam, 4 ft. 6 in. in thickness, is comparatively flat and lies about 
one hundred feet beneath the surface. The entrance to the mine is 
by a slope about 290 ft. in length, driven at an angle of about 109°. 
The slope is built sufficiently wide to accommodate two tracks. 

Metuop or Mininc.—The mine is laid out in panels of 10 acres 
each, and the method of mining used is pillar-and-room. Entries for 
roads are driven 9 ft. wide, off which the rooms are turned. The rooms 
are from 18 to 20 ft. wide and about rso ft. long. The room pillar 
widths vary from 12 to 16 ft. The side entries are driven 300 {t. apart, 
and corresponding rooms from a pair of entries are driven to meet 
each other. 

The proportion of coal taken out in advance work is about 55 per 
cent. In retreat, about two-thirds of the pillars are recovered; hence 
* the total extraction is about 85 per cent. The coal is loaded into pit 
cars of about 2000 pounds capacity. These cars are taken from the 
rooms to convenient sidings along the main haulage-road by horses ; 
the main haulage is by electric motors. The coal is hoisted up the 
slope by means of an endless chain ; after being delivered in the tipple 
house, the cars pass to an automatic dumping device and are weighed 
and dumped. The empty cars then pass over the weigh basket to a 
kick-back, run to a down-haul chain and are returned to the mine. 

The weigh basket, into which the coal is dumped from the pit 
cars, is situated immediately over large shaker screens, and the coal 
is discharged from, the weigh basket to the screens. The lump 
coal passes over a 3-in. screen and is loaded into railway cars by means 
of an Ottumwa box-car loader. Smaller coal is sized by 134-in. and 
34-in. screens, making stove, pea, and slack coal. The pea coal is 
used for burning under the boilers, while the slack coal, consisting of 
about 25 per cent of the output, is dumped on the prairie. 

The following gives the percentages of the sizes made : 


DS ee eee meine tee 54 per cent 
BEGVC.ur lie Maa ee kane paar UOMAr ee 
eee ek ola eRe at se sth ati aes tes te) Mien 
1 ENG! La ODER Bed 1 UE er OR ees 


The plant has a capacity of 2000 tons per day, but the actual aver- 
age is about 1000 tons. The number of men employed above ground 
is about 30 and underground, 300. | 
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The mine is ventilated by means of a Capell fan, 16 ft. in diameter, 
which delivers 100,000 cu. ft. of air per minute, with a water gauge of 
4 in. There are four splits in the ventilation system. No gas has 
been found in the mine, and electric lights are used on the main roads. 
Elsewhere, open lights are used exclusively. 


Biastinc Metuops.—The coal is undercut by Morgan-Gardiner 
electric and Ingersoll compressed-air coal-cutters. The shooting is 
done by means of black powder and squib. The tamping material 
used is clay and dirt dug in the mine. The roof above the coal is shale 
and sandstone and the floor is a hard clay. 

Mine EourpMent.—The boiler plant is equipped with six 6 ft. x 
18 ft. water tube boilers, rated at 165 h.p. each. Firing is done by hand, 
the coal being brought from the tipple by means of a conveyer, which 
deposits it in a convenient place just in front of the boilers. Provision 
is made in the boiler house for the installation of four more boilers. 
The power plant is equipped with two 150-k.w., 250-volt electric gen- 
erators, driven by direct connected 200-h.p. steam engines. The gen- 
erators furnish current for the mine haulage locomotives, electric coal 
cutters, the motor in the machine shop, for lighting the mine surface 
plant and company houses, and also furnish current for municipal 
lighting. There are also two air-compressors of 250-h.p. and 100-h.p. 
capacity, respectively, which operate the coal cutters and mine pumps. 

There are no coal storage bins at the mine, but there is a track 
capacity for about 28 thirty-ton loaded railway cars and 28 thirty-ton 
empty cars. 

One lineal foot of prop is used per ton of coal mined. 


Breckenridge and Lund Coal Company 


This mine is: situated at Lundbreck, on the Crowsnest branch 
of the Canadian Pacific ry. Two coal seams are worked in this 
mine, each of which is about 8 ft. thick and is separated by about 
4o ft. of strata. The higher seam dips at an angle of 60° to the east, 
while the lower is nearly vertical. The seams are folded and rolls 
are frequent. 

Metuop or Mininc.—The entrance to the mine is by slope, 
4so ft. long, driven on the No. 1 seam. Hoisting is done from two 
main levels at 250 ft. and 450 ft. deep, respectively. The system of 
mining used is pillar-and-stall. No. 1 seam is worked across the pitch 
and No. 2 is worked on an angle system. Chutes or raises are driven 
30 ft. apart and the rooms are driven 8 ft. wide off the raises every 
24 ft. The pillars are 24 ft. x30 ft. and are drawn by splitting the 
pillar by another raise. The coal in the pillar is then mined and 
shovelled down the two chutes. 
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Buastinc MetuHops.—The blasting is done by shotfirers. Fuse, 
Monobel powder and No. 6 detonators are used. 

The roof is a sandy shale and the floor is a soft clay. Four 
lineal feet of props are used per ton of coal mined. 


VENTILATION.—Gas is found in the mine and Wolf safety lamps 
are used exclusively. The mine is ventilated by a Waddell fan 
circulating 14,000 cubic feet of air per minute. 

The capacity of the mine is 400 tons per day, but the average out- 
put is about 275 tons. There are 7 men employed above ground 
and 42 underground. 


MINE EguipMENT.—The tipple structure is of wood and the coal 
is sized over a 2-in. bar screen. Two-thirds of the output is shipped 
as run-of-mine. 

The boiler plant consists of one roo-h.p. return tubular boiler. 
The power plant consists of a 5-k.w. generator. A 12 in.x 14 in. 
second motion hoist is used for hoisting in the main slope. The under- 
ground haulage is done by horses. The mine has a bunker capacity 
for 100 tons of coal and a track capacity for 9 thirty-ton loaded railway 
cars and 20 thirty-ton empty cars. 


Galbraith Mine 


The Galbraith mine is situated near the town of Lundbreck. 
Two seams of coal, each eight feet in thickness, are worked. 
They are the same as those worked at the Lundbreck mine. They 
are not badly faulted, although occasional ‘‘pinch outs” occur and dip 
from 60° to 70° to the west. 


MeEtTHOD or Mininc.—The entrance to the mine is by means of 
a slope driven on the outcrop. In the first lift of 200 ft. the mine has 
been worked out, 50 per cent of the coal being recovered. The system 
of mining is pillar-and-stall. The levels are driven with 23 ft. centres, 
and crosscuts are driven every 30 feet. The pillars are drawn by 
driving a raise up through the centre of a pillar and slicing it on 
each side of the raise. 

As gas is present, Wolf safety lamps are used. 


Briastinc Mretuops.—The blasting is done by fuse, No. 6 deton- 
ators and Monobel powder. The roof is a soft fire-clay and falls readily 
in the rooms. The floor is of the same material as the roof. 


VENTILATION.—The mine is ventilated by means of a Brazil fan 
with a rated capacity of 40,000 cu. ft. of air per minute. 

An incline, 500 ft. in length, connects the tipple with the mine. 
The tipple is of wooden construction and all the coal is shipped as 
run-of-mine. There are 33 men employed underground and 10 above 
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ground. The mine has an output of about roo tons per day. The 
bunker capacity is 160 tons and the empty and loaded car capacity 
is about 300 tons each. Five lineal feet of props are used per ton of 
coal mined. 
Edmonton Formation 
The following are brief notes on the principal mines operating in 
the Edmonton formation. 


Clover Bar Coal Company 


The Clover Bar mine is situated near the North Saskatchewan 
river, and is connected with the Grand Trunk Pacific railway by a 
spur line from Clover Bar station, three miles distant. The coal seam 
is 7 ft. thick and lies comparatively flat, with slight undulations. A 
few faults are encountered in the workings. 

Metuop or Mininc.—The entrance to the mine is by a two-com- 
partment shaft 85 ft. in depth. The system of mining used is pillar- 
and-stall. The main and side entries are driven 8 ft. wide. The side 
entries are driven 4oo ft. apart at right angles to the main entry. Rooms 
are opened off the side entry every 40 feet, centre to centre, and driven 
to meet the corresponding rooms from the next side entry. The rooms 
are 1o ft. wide and 200 ft. long. The room pillars are 30 ft. wide. 
The distance between the main and counter levels is 30 ft. and the 
entry pillars left are 60 ft. in width. The proportion of coal taken in 
advance work is about 30 per cent. The room pillars have not been 
pulled. No shooting is done in the mine. No gas has been found 
in the mine, and open lamps and candles are used. 

VENTILATION.—The mine is ventilated by a Guibal fan, delivering 
8000 cu. ft. of air per minute. 

Mine EQuipMentT.—The underground haulage is done by horses. 
A self-dumping cage is used in the shaft, and the hoisting is done by 
means of an 18 in. x 30in. first motion hoist. Two lineal feet of props 
are used per ton of coal mined. The mine has a capacity of about 
800 tons per day, but the actual average is about 75 tons. Fifty per 
cent of the output is shipped as run-of-mine. There are 18 men em- 
ployed underground and 6 above ground. 

In sizing the coal for market, it is passed over 2-in. and 34-in. 
shaking screens, making lump and nut coal. All the coal which 
passes through a 34-in. screen—amounting to about 35 per cent— 
is wasted. 

The mine has a track capacity of 6 empty and 16 loaded 30-ton 
railway cars ; and a storage bin capacity for 100 tons of lump and 4o 
tons of nut coal. The boiler plant consists of two 1oo-h.p. return 
tubular boilers ; one 60-h.p. locomotive boiler and one 20-h.p. vertical 
boiler. 
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Humberstone Mine 


This mine is situated on a mine spur of the Grand Trunk Pacific 
railway, 3% miles from Clover Bar station. The coal seam, which 
dips about one foot in 24 feet, has an average thickness of about 6 ft. 
6 in. It is not broken by faults, but rolls are occasionally met with 
in the workings. 

MetuHop oF MINING. —The entrance to the mine is by a shaft 
12% ft. deep. The system of mining used is pillar-and-stall. The 
entries are driven 1o ft. wide and at right angles to the strike. The pillar 
width between the main and counter entry is 120 ft. Side entries, 
8 ft. wide, are driven at right angles to the main entries every 200 ft. 
The rooms are opened up off the side entries with 60 ft. centres and 
are driven to meet the corresponding rooms from the next side entry. 
(See sketch p. 96). The room widths are 15 ft. and the pillar widths, 45 
ft. Thirty per cent of the coal is recovered in advance work, and about 
7o per cent of the pillars is recovered in retreat. The immediate roof 
is 4 ft. of shale and, above that, there is 7 ft. of sandstone. The 
floor is a shaly fire-clay. No gas has been found in the mine, 
and candles are used for lighting. 


VENTILATION.—The mine is ventilated by a belt-driven Waddell 
fan, which, at roo revolutions, delivers gooo cu. ft. of air per minute. 
There are two splits in the ventilation system. 


Buastinc Mgtuops.—The coal is undermined by compressed-air 
punch machines and the shooting is done under the supervision of a 
shotfirer. Black powder and fuse are used for blasting, the tamping 
material being clay, which is dug in the mine. 

The mine has a capacity of 300 tons per day, but the actual aver- 
age is about 90 tons. There are about 19 men employed underground 
and 8 above ground. 


Mine EguipMeNT.—The tipple is of wooden construction and 
well equipped with the necessary screens for producing lump and nut 
sizes of coal. The lump coal consists of coal which has passed over a 
%-in. bar screen, and the nut coal that which has passed through 
a 7-in. bar screen and has been held on a 34-in. square-mesh screen. 

Thirty-three per cent of the output is shipped as run-of-m ne. 
All coal which has passed through a 34-in. mesh screen—about 30lper 
cent of the output—is discarded as waste. During three years’ opera- 
tions about 24,000 tons of coal have been wasted in this way. 

The hoisting in the shaft is done by means of a 6 in. x 2 ft. 6 in. 
first motion hoist. A self-dumping cage is used in the shaft. The 
haulage underground is by main and tail rope operated by a to-h.p. 
engine. The boiler plant consists of one 5o0-h.p. locomotive type 
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boiler and a 75-h.p. return tubular boiler. A small air compressor is 
used for furnishing air for coal cutters of puncher type. In timbering 
the mine, 4 lineal feet of props are used per ton of coal mined. 


Bush Mine 


This mine is situated on the Saskatchewan river about one-quarter 
mile distant from the Humberstone mine. It has no railway con- 
nections and the coal is hauled by team to Edmonton for local use. 
The seam lies flat and ranges in thickness from 5 to 6 feet. 


Metuop oF Mininc.—The entrance to the mine is by shaft, 
38 ft. deep. No power plant has been installed and the hoisting in 
the shaft is done by means of a horse whim. The system of mining 
used is pillar-and-stall. The main entry is driven 1o ft. wide and the 
side entries 6 ft. wide. The side entries are driven rs0 ft. apart, and 
the rooms are driven off the side entries with 29 ft. centres. The 
rooms are 15 ft. wide and 75 ft. long. Theroom pillars are 14 ft. in width. 
The proportion of coal taken out in advance work is about 55 per cent. 
Some pillars have been drawn, but most of the work is done in advance 
working. 

No gas has been found in the mine, and open lamps are used by 
the miners. 

Biastinc Metuops.—Blasting is done by black powder and fuse. 

The mine has a capacity of about 40 tons per day, but the actual 
average is about 1o tons. There are 6 men employed underground 
and 3 above ground. 

VENTILATION.— Ventilation is secured by natural draft and furnace. 
In timbering, 4 lineal feet of props are used per ton of coal mined. 
The coal is screened over 214-in. and %-in. bar screens, the resulting 
sizes being lump and nut coal. Twenty per cent of the output is slack 
coal, which is discarded as waste. 


Dawson Coal Company 


This mine is situated on the north side of the Saskatchewan river 
about a mile and a half from Edmonton. It has no railway connec- 
tion, the coal being hauled to Edmonton by waggons. The seam 
lies flat and has an average thickness of about 4 ft.6in. It is not 
badly faulted, but rolls are frequent. 


Metuop oF Mininc.—The entrance to the mine is by a shaft 
6 ft.x 6 ft. and 100 ft. deep. The coal is hoisted in the shaft by means 
of a skip. The hoisting engine is a second motion 8 in. x 12 in. hoist. 
The system of mining used is pillar-and-stall. The main and side 
entries are driven 7 ft. wide. The distance between the main and 
counter level is 40 ft. The rooms are 14 ft. wide and 75 ft. to 80 ft. 
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long. The room pillars are 28 ft. wide and a pillar 120 ft. wide is left as 
a barrier pillar at the river. The proportion of coal taken in advance 
work is about 40 per cent. A large percentage of the pillars is re- 
covered, the total extraction amounting to about 85 per cent. 


Biastinc MetTHops.—No gas has been found in the mine, but 
Wolf safety lamps are used by the miners. The blasting is done by 
the miners at dinner time and at the end of the shift. Black powder 
and fuse are used for blasting, and clay dug in the mine is used for 
tamping material. 


VENTILATION.—Ventilation is obtained by an improvised fan. 


In timbering, 3 lineal feet of props are used per ton of coal mined. 

The mine has a capacity of 120 tons per day, but the actual average 
is about 40 tons. There are 14 men employed underground and 4 
above ground. 


MINE EQuUIPMENT.—The tipple is constructed of wood and the 
coal is sized over 134-in. and 1-in. bar screens, the two products being 
lump and nut coal. The coal which passes through the 1-in. screen is 
wasted, the waste amounting to about 20 per cent of the output. 
About two-thirds of the output is shipped as run-of-mine. There is 
a storage-bin capacity for 60 tons of coal. 


The boiler plant consists of one 25-h.p. and one 15-h.p. locomotive 
type boiler. 


Kootenay Formation 


While the coal of the Kootenay formation is chiefly bituminous, it 
has been altered to anthracite in the Cascade basin, the greatest 
alteration being found near Banff. This basin has been estimated to 
contain 400,000,000 tons of anthracite and 1,200,000,000 tons of the 
softer grades of coal. The mines operating in this area are situated at 
Bankhead and Canmore. 


Bankhead Mines 


The mine is situated in the Rocky Mountains Park on the Cas- 
cade river, five miles east of Banff. A branch line, two and one-half 
miles in length, connects it with the main line of the Canadian 
Pacific railway at Bankhead junction. Eleven coal seams have been 
found on this property; five of them are being worked at present, two 
are known to be workable, while the other four have not been thoroughly 
prospected. The general strike of the seams is N. 20° W., the dip 
varying between 50° and 30° west. 
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The following table and accompanying section, give the position 
and thickness of the seams as obtained from a section at No. 30 man- 
way, No. 2 seam: 


COAL SEAMS, BANKHEAD MINES 


Seam Thickness | True thickness of intervening Remarks 
strata 
No. 0 . 3 ft. to No. 1 seam A workable seam, but 
not worked. 
1 BO renee eet a tae A workable seam, but 
not worked. - 
2 As Sd de hie Being worked 
3 215 ce ce ce 36‘ (73 6c 
4 75 79 (a3 ce 5 (a3 (79 (74 
5 140 <3 73 (73 6 (a9 ce (<9 
6 4 5 be (9 (73 7, ce as 6c 
vf 90 (a3 (a4 (a3 8 (a5 
8 SOE oe Oe Have not been 
9 LST AU LO tates prospected 
10 19 73 cé ce 1 1 (Z9 
11 


The entrance to the mine is by tunnel 5,000 ft. long, having a 
double track, with manway in between. The tunnel is driven in gravel 
for 1,200 ft. to intersection with No. 2 seam. Eleven seams are inter- 
sected by it at an angle of about 45°, and have been more or less de- 
veloped. No. 2 seam has been most extensively developed, both from 
the main tunnel and the old entry, which latter is at a higher level. 
Nos. 4, 5 and 6 have been developed by the main tunnel and by B level. 
(See section, p. 112). 


Metuop oF Mininc.—The system of mining is pillar-and-room. 
The old practice was to drive the rooms 20 ft. wide and leave 30-foot 
pillars, but the present practice is to drive the rooms 1o ft. wide and 
leave 40-foot pillars. The chutes are turned off at such an angle from the 
counter gangway as to give them an inclination of 30°. Crosscuts, 
8 ft. in width, are driven through the room pillars, in steps, 60 ft. apart. 

Gas has been found in the mine and Wolf safety lamps are used 
by the miners. 


Biastinc Mrtuops.—The blasting is done by means of fuse, 
No. 6 detonators and Monobel powder. A Bickford igniter is used 
for igniting the fuse. Fire-bosses only, are allowed to have detonators 
in their possession. Sampsonitef is used for brushing the roof or 
floor. The tamping material used is clay, which is both dug in the mine 
and sent in for that purpose. 

*The seam is split up into a 9-ft. seam and34-ft. seam by a parting 2 ft. 


in thickness. 
{Permitted explosive. 


PowER House AnD BANKHEAD, BANKHEAD MInEs, Lp. 


SLACK Coat Dump, BANKHEAD Mines, Ltp. 
Photograph shows a conveyer installed during a strike to carry the slack coal to the briquetting plant. 
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The mine is ventilated by means of a rope-driven Capell fan de- 
livering 170,000 cu. ft. of air per minute with a water gauge of 2 inches. 

Mine EquipMENT.—The haulage in the mine is done by com- 
pressed-air locomotives, the equipment being two Rand, 12-tons; two 
Porter, 714-tons ; and 3 Porter, 5-tons ; all operated by air at 1,000 lbs. 
pressure. 

The power plant consists of : 

(a) Two cross-compound condensing engines, direct coupled to 
_ two 1so0-k.w. generators. The electric power is generated at 2,200 
volts, and is used for lighting the town and works, as well as the town 
of Banff. It is transformed to 6,600 volts for transmission to Banff, 
but stepped down to 220 volts for local use. 

(b) Two low-pressure, cross-compound air compressors; steam 
cylinders 16 in. and 30 in. by 36-in. stroke ; air cylinders 17 in. and 
28 in. by 36-in. stroke. The air is compressed to 120 lbs. per square 
inch at 80 r.p.m. and is used for operating pumps and drills and 
improving the ventilation. 

(c) One high-pressure, four-stage cross-compound air compressor ; 
steam cylinders 18 in. and 34 in. by 36-in. stroke; air cylinders ; 
first stage 22 in.; second stage 124 in.; third stage 10 in.; fourth stage 
5% in. . 

The boiler plant consists of nine r50-h.p. return tubular boilers 
with feed-water heaters and purifiers, and induced draft fans. 

The water supply from May to November is obtained from a 
reservoir on the creek, by a 6-in. pipe under a head of 300 ft. For 
the remaining months of the year, it is pumped from the river 
by a tandem pump of 500 gals. capacity. A second pump of the same 
capacity is reserved for use in case of fire. 

To prepare anthracite coal for the market it is necessary to remove 
the dust and impurities and separate it into different sizes. The fol- 
lowing sizes, with the percentage of output obtained at the mine, 
are produced : 

CLASSIFICATION OF ANTHRACITE OUTPUT—-BANKHEAD MINES 


S1zE Per cent 
Name | of output 
Through Over 

Broken 3-in. bar 3)4-in. round holes 10.0 
ge 314-in. holes 2y4iD. s 3.0 
Stove 244-in. “ 1%-in.  “ # 3.5 
Nut 1%-in. “ 1-in. _ ie 6.5 
Pea 1-in : %/y-in. =“ 8.0 
Buckwheat No. 1 rhmin. ff S/i-in. tf 6.0 
~ No. 2 5 /\—in i 4-in. s at 5.0 
re No. 3 Yy-in. sh 1%-in. vk " 9.0 
Dust %-in * 35.0 
Rock 14.0 
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The company finds a market for all these sizes, with the exception 

of No. 3 buckwheat, which is used under the boilers. The dust is made 

into briquettes in the briquetting plant. 


BREAKER.—In a paper presented to the Canadian Mining Insti- 
tute,* Messrs. Lewis Stockett and B. R. Warden give the following 
description of the breaker : 


An endless chain, with hooks engaging the axles of mine cars, 
lifts them by incline to the top of the breaker, 100 feet above the rail- 
way tracks. The capacity of this chain is two cars of two tons each 
per minute, which can be increased, when desired, by decreasing the 
space between the hooks. Another endless chain returns the empties 
down the incline. The travel of the car is automatic from the time 
it leaves the uphaul chain, passes over the tipple, and reaches its 
destination at the bottom. Being weighed in passage, cars dump 
into a chute, and the coal is regularly fed by automatic feeders, over 
screen bars with three-inch space, delivering to a platform on which 
the over-size is sorted, rock and slate going to the rock bin, clean coal 
through a set of rolls, to be broken up to marketable sizes, and that 
port'on which contains bone or slate is sent to another set of rolls 
to be broken. We thus have three streams of coal, which are kept 
separate for different treatment,—clean coal, slaty coal, and undersize, 
which is mixed. Pure coal needs only screening and sizing. Bony 
coal requires this, and also thorough cleaning. Broken and egg size pass 
through a screen on to a picking belt, from which impurites are 
removed by hand picking, rock and slate being conveyed to the 
rock bin, and mixed coal and slate to rolls to be further broken. The 
coal below egg is elevated to the top of the building and passes 
over another set of screens, being separated into stove, nut, pea, 
buckwheat Nos. 1, 2 and 3, and dust. The stove coal is treated on 
a mechanical device known as the Emery picker, coal and slate being 
conveyed to their separate destinations, and while so conveyed being 
picked again by hand to remove slate from the coal, or coal from the 
slate which has been missed by the machine. Nut and pea coals are 
similarly treated, with the exception that, in the case of pea size, no 
attempt is made at hand picking. No. 1 buckwheat passes over 
Slater bars, which by removing the flat pieces, clean the coal with 
comparatively little loss. No. 2 buckwheat is sufficiently clean to go 
direct to the bin. Mine-run of coal, which passes through the grizzly, 
receives a double treatment in perforated chutes to eventually remove 
the dust and to separate the broken size. The broken size joins a 
broken size from the bony coal stream on the picking belt. Egg size 


* Transactions, Canadian Mining Institute, Vol. IX., 1906. 
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is dealt with similarly, and the remainder is elevated to the top of 
the building for a like treatment to that of the bony coal with the 
exception that, as it contains a large proportion of impurities, it has 
double the number of pickers ; both machine and hand, and nut and 
pea sizes pass over Slater bars to remove the flat pieces. Shaking 
screens are built of steel belt and angle irons <uspended on a %-inch 
chain, actuated by eccentrics. The pitch of the screens is two 
inches per foot. Elevators are of the continuous discharge type, with 
deflecting shafts, giving a more perfect discharge. The combined eleva- 
ting capacity of the three elevators is 2,700 tons per day of ro hours. 
Without going into detail of the machinery equipment and its 
arrangement, it is sufficient to say that all is of the best design and 
workmanship, and economy of handling has been studied with good 
effect. From the bins, coal is drawn through gates to a belt con- 
veyer, 36 inches wide, running the full length of the building, at a 
speed of 150 feet per minute, which conveys to a lip screen set at 
an incline, with different sized perforations. This takes out any dust, 
and it ensures sizing before it passes to be loaded on open cars by chute, 
or into box cars by the box-car loader. Slate, and other refuse, 
from the various picking machines, slide by gravity into a flight 
conveyer, which delivers to the dump. The box-car loader is a 
Victor, operated by its own engine, with steam from the main boiler 
plant. Power is furnished for the breaker by a 16 in. x 28 in. (x30 
in. cross-compound horizontal engine, running at 100 revolutions per 
minute, using steam at 120 lbs. pressure, in a high pressure cylinder, 
and capable of developing 300 horse-power. All long drives are of 
14-inch manilla rope. For short drives, rubber belting is used. 
Main lines of shafting run at 100 revolutions per minute, from which 
the required speeds are developed. The foundations of the building 
and machinery are all concrete, timber is Douglas fir, and framing is 
done without the use of mortice and tenon, being continuous posts 
spliced together, with cross timber, braces, etc., bolted on, wooden 
braces giving further support if necessary. This, the engineers 
claim, gives a more lasting structure, with less vibration from the 
machinery, or from high winds which prevail. The building is heated 
by steam, some 5,000 feet of 2-inch pipe being used for that purpose. 
Two hundred 16-candle-power incandescent electric lights furnish 
lights for the building. For fire protection there are two hydrants 
on the outside of the building, supplied by water under 400 feet of 
head, also two sand pipes, one at either end of the building, with hose 
connection at three floors. Fire buckets in convenient racks are always 
full of water and ready for use. Duplicate parts of all machinery liable 
to break or wear are conveniently at hand. 
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BRIQUETTING PLant.—The briquetting plant consists of two 
units having a capacity of 500 tons in 24 hours, Each unit is run by a 
14 in. x 20 in. duplex steam engine, but using only one pitch tank for 
feeding the mixers. 


The dust resulting from the mining and sizing of the coal, con- 
stituting 35 per cent’ of the output, is conveyed from the breaker dust- 
bin by means of a scraper conveyer, to the dust-bin in the briquette 
plant, and is fed from the bin to the rolls by means of an auto- 
matic feed. It then passes through the crusher and is elevated to the 
mixers, of which there’ are six placed at right angles to each other in 
each unit. ‘The mixers consist of 21% ft.x 2% ft. brick flues in which 
shafts with deflecting arms rotate at such a speed as to keep the coal 
in suspension above the centre of the shaft. The products of combus- 
tion from a Black heater are passed directly through the coal dust in 
the mixers. In mixers 1, 2 and 3, the dust is dried and heated to the 
temperature of about 300° Fahrenheit. At the lower end of No. 3 
mixer, the pitch is introduced by means of an atomizer. This pitch 
vapour, passing through the cloud of dried and heated coal, coats each 
particle evenly. No. 5 mixer is used to heap up and spread any pitch 
bails that may be formed. No. 6 mixer is used for cooling. From 
No. 6 mixer the material is elevated to the press-hopper and briquetted 
in the press. The press has a briquetting roll, the surfaces of which 
are made of discs forming pillow-shaped briquettes. One unit of the 
briquetting plant makes briquettes 2%in. square by 13in. thick in 
the centre. The other unit makes briquettes 4™%in. by 2%in by 
134in. thick in the centre. 

From the press the briquettes are carried by belt-conveyers to 
the distributor over the cooling-table. They are carried back 
and forth the length of the table for about one hour, and are then 
dropped into the briquette-conveyer, which carries them to the 
briquette-bins in the breaker. From these bins they are loaded into 
railway cars. 


The pitch used in the plant is by-product pitch obtained from coke 
ovens. It costs $17.50 per ton at the mine, and is brought from Sault 
Ste. Marie, Ont., in tank cars fitted with steam pipes so that they 
can be heated to facilitate discharge. The pitch-car is delivered on 
the siding just above the pitch tanks, and, by connecting the car with 
a steam pipe, the tar is heated and flows by gravity down a steam- 
heated trough to the pitch-house. The pitch-house contains two 
tanks, 14 ft. by 7 ft. and 10 ft. deep, which are heated by steam coils. 
The tar is pumped from the bottom of the tanks by centrifugal pumps 
and delivered to the pitch-tank in the briquetting plant. 
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From the above description of the plant, it can be seen that the 
operations are continuous and are performed mechanically throughout, 
thereby effecting economy in labour and maintaining a maximum out- 
put. 

During March, 1911, the company produced 12,165 tons of bri- 
quettes. It is reported that the average cost of production is about 
$3.10 per ton, allowing $1.00 for the cost of the dust. From 8.5 to 
9.5 per cent of tar is added as a binder in making the briquettes. 

The plant is equipped with the following storage bins : 


i Sides, © ps Need ene gest cen gs 222 tons 
LOM TE ee cian tah oe aS ely PAO 6a 
REN Sok ghek Reged Ree cs CR Reh SC a al UE 2200) | 
ibe lechi late oy Okara fy oe (I ty Rai) Fie ateet py \ew ee 
Bed ae ttt ee ote ceo oe ae te A 
Now T, BuUCKWNEAL® Hos tiene: tee BROT ge 
NON 2eBuckewhedte Yes rs tL 228 “ 


The mine has a capacity of 1,500 tons per day, but the actual 
average is about 1,200 tons. There are 275 men employed under- 
ground and rs5 men, including 40 Chinamen, above ground. 


Canmore Coal Company 


This Company is operating two mines—No. 1 and No. 2—in the 
Cascade Coal basin near Canmore, a station on the Canadian Pacific 
ry., fifteen miles southeast of Banff. 

Eight seams have been prospected on the property, but the Sed- 
lock, Carey, No. 1, No. 3, and No. 4 seams are the principal ones worked 
at the present time. The coal is semi-anthracitic in character, and is 
a very good steam coal. The seams are frequently folded and faulted. 
The sections, facing page 126, show the relation of the various seams to 
one another and also the major folds in this area. 


No. 1 MINE 


This mine is situated on the right bank of the Bow river west of, 
and adjoining, the town of Canmore. A spur line about three-quarters 
of a mile in length connects it with the Canadian Pacific railway. 

The Carey seam is the principal one worked, although some 
coal is obtained from No. 3 seam. It has an average thickness of 
about 7 ft., and the dip varies from flat to vertical. The entrance 
to the mine is by No. 1 main slope, 620 ft. in length, driven on the dip 
of No. 2 seam. A crosscut tunnel connects the slope with the main 
haulage level on No. 3 seam. ‘The haulage level, 12 ft. wide, is driven 
partly in No. 2 and partly in No. 3 seam and is well timbered with 
round sets. About 3,200 ft. from the slope, No. 5 tunnel is driven to 
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the Carey seam. No. 6 tunnel is driven from the haulage level 1,800 
ft. east of No. 5 tunnel and the workings from this connect with No. 5 
workings on the west and extend for 3,200 ft. on the east. No. 3 seam 
varies from 5 ft. to 8 ft. in thickness. It is developed by a slope, 
1,000 ft. in length, driven from the main haulage level 600 ft. east of 
No. 1 main slope. There are two levels about 56 ft. apart, opened off 
this slope. 


MeEtHoD oF Mininc.—The system of mining is pillar-and-room. 
Double chutes are driven up the pitch from the levels every 200 ft. 
Rooms, 12° ft. wide, are driven from the chutes across the pitch every 
42 feet, centre to centre. As soon as all the rooms between a pair of 
chutes are driven, the pillars are drawn by commencing at the top of a 
chute and removing the upper pillars a little in advance of the lower. 

Practically all the pillars are recovered, but about 12 per cent 
of the coal is gobbed in the mine on account of impurities getting 
mixed with it. The roof is calcareous sandstone with about one foot 
of drawn slate immediately over the coal. The floor is calcareous 
sandstone. 


BuLasTING MeEtTHops.—Blasting is done at any’ time under the 
supervision of shotfirers. Monobel powder, No. 7 detonators and bat- 
tery, are used for blasting. Sampsonite powder is used for rock work. 
Clay for tamping is sent into the mine. 

Gas has been found in the mine and Wolf and bonneted Clanny 
safety lamps are used exclusively underground. 


HAULAGE.—The haulage on the main slope is by first-motion 
steam engine, diameter of cylinder 22 in. by 36-in. stroke. The diam- 
eter of the drive is 6 ft. and the hoisting rope is 114 in. in diameter. 

The haulage on the main level to No. 5 tunnel is by a compound 
air locomotive, with cylinders 614 in. and 11 in. by 1o-in. stroke. 
Two smaller air locomotives and horse haulage are used in the other 
portions of the mine. A 10 in. by 14 in. second-motion hoist is now 
being installed at the top of No. 3 seam slope. 


VENTILATION.—The mine is ventilated by a Capell fan, 8 ft. in 
diameter, belt-driven from a 16 in. by 18 in. steam engine. It is used 
as a force fan and delivers 90,000 cu. ft. of air per minute. There are 
ten splits in the ventilating system. 


TIMBERING.—The gangways, chutes and rooms are well timbered 
with full sets. The method of timbering used is a boom and two posts 
and a boom and three posts. In the latter case, the post and boom are 
placed in a hitch cut out of the lower rib. 


About 2% lineal feet of props are used per ton of coal mined. 
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OutputT.—The mine has an average output of about 650 tons of 
coal per day. There are 200 men employed underground and 70 above 
ground. ‘The coal is shipped as run-of-mine which has been previously 
picked and washed. The following is an outline of the washing and 
picking operations. 

Phillips dump 


2-in. shaking screen 


-L es 


| 
Picking belt ¥%-in. shaking screen 


Lump coal ca Pill reve 


Robinson washer 


| | | 
Washed Sludge Bone 
sat (To dump) 


| | Sonne tanks 


De heee | 
Bunker 500 tons capacity 
Ry. cars (market) 


Mine EguipmMent.—The boiler plant consists of five 125-h.p. 
return tubular boilers and one 175s-h.p. flue boiler. 

The power plant consists of one air-compressor, the diameter of 
the air cylinders being 21 in. and 33 in., while the diameter of the steam 
cylinders is 20 in. and the stroke is 36 in. This compressor furnishes 
air for hoisting, pumping and operating machine drills underground. 


A four-stage high-pressure air-compressor is used to furnish air 
for locomotive haulage. 


The diameters of the air cylinders are : 


TStSbace ween ee a ik eee 18 in. 
as Reba 0 a Ad a el Da So ee a 10)% in. 
BEC Cl Uy eles eam eats eA Th he 9 in 
AED 1! ots Setanta aah he Cn te 5 in 


The diameter of the steam cylinders is 16 in., and the stroke is 24 in. 

The tipple and washery are operated by a 14 in. by 16 in. steam 
engine. 

A steam engine, 12 in. by 16 in., operates the shaking screens and 
conveyers at the tipple and bunkers. The mine is well equipped with 
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carpenter, machine and blacksmith shops for doing ordinary mine 


repair work. 
No. 2 MINE 


This mine is situated about half a mile to the south of No. 1 mine, 
and is connected with it by a railway spur. 

The principal coal seam worked is the Sedlock, which has an average 
thickness of 5 ft., although about 150 tons per day are obtained from 
the Carey seam. ‘The measures are folded and form a spoon-shaped 
basin which is tapped by the main slope. They then rise for a short 
distance and form a dipping synclinal fold. 

The mine has been opened up by a slope 1,o00 ft. in length 
sunk on the Sedlock seam and driven to the bottom of the basin. A 
back balance soo ft. in length, connects the main slope haulage with 
No. 1 contour level. This level is about 3400 ft. in length and forms 
a U with the concave end away from the slope. The coal dips about 
4° on each side of the slope, and 8° to the rise of the level. The seam 
splits in the basin to the south of the contour level. The following is 
an approximate section : 


CSO BI rr Th tear: eer eae ane 3 it 
ROCK uicerci: bes eer hen pee ean 2 ft 
CSOD ise UNG) STN SAME OMS ete 2% ft. 


The coal in this basin is being opened up by a basin slope 600 ft. 
in length, and the top coal only is mined. About 150 ft. east of the 
bottom of the main slope a crosscut tunnel 400 ft. in length is driven to 
the Carey seam. It cuts the Carey about 20 ft. below the ‘evel of the 
flat and where the measures are undulating. About 150 tons per day 
are obtained from the workings on this flat. 


Metuop oF Mininc.—The system of mining is pillar-and-room. 
Jigs, 30 ft. in width, are driven up the pitch, 120 ft. apart. Rooms, 
30 ft. in width, are opened off the jigs and driven across the pitch 
every 60 ft., centre to centre. 

BLASTING AND .TIMBERING MeEtHops.—The same blasting and 
timbering methods are employed as described under No. r Mine. 


HavuLacE.—The haulage on the main slope is by slope engine, 
six cars being hoisted at one time. A 14 in. by 18 in. second-motion 
hoist is used for haulage on the basin slope ; the diameter of drum is 
6 ft. and of the rope 34 in. 

Horse haulage is used on all levels. 


VENTILATION.—The mine is ventilated by a Guibal fan, belt- 
driven from a 10 in. by 14 in. steam engine. It is used as a force fan 
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and delivers 60,000 cu. ft. of air per minute. There are four main 
splits in the ventilation system. 

OutTpuT.—The mine has an average output of about 400 tons per 
day. There are 200 men employed underground and 40 above ground. 
The coal is shipped as run-of-mine which has been previously screened, 
and picked. The screening operations are similar to those described 
under No. 1 Mine. 

Mine EQuipMENT.—The boiler plant consists of two 150-h.p. 
return tubular boilers. 

Compressed air for pumping and mine haulage is supplied from 
No. 1 Mine. 

A 150-h.p. steam engine operates the picking and screening 
machinery on the bankhead. 


The International Coal and Coke Company 


This mine is situated at Coleman, on the Crowsnest branch of the 
Canadian Pacific ry. There are six seams in this property, but the 
company are at present mining coal from only two of them, No. 2 and 
No. 4. The thickness of the seams is as follows : 


INGSLT gtr 10 in. 

IN OR Ot ANE pte 17 ft. 4 in. with an average of 14% ft. 

NOM go ae es antty suit) 

NOM 4S omer o Wit oni it, 

BORIS Leg tere: 2-1 ba, Osis 

INGE Oren ae ak 17 ft. soft coal with bands of slate. 
PROtAL. eed 2 47 ft. 


The strike is approximately north-and-south ; dip, 32°. 

The seams are not badly faulted and the roof and pavement are 
smooth and regular. The roof, over No. 2 seam, is sandstone, and, in 
the roof of No. 4, there is about 2 ft. of drawn slate. The floor is soft 
and scaly. 

The following are sections taken in the rooms of No. 2 and No. 4 
seams : 


No. 2— 
Plat costes «eects alien Eft 
DOLE COG agree ween aed eee Ait. 0 in. 
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No. 4— 
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BLT ECOAL.. 2k acct ere ee 6 ft. 6 in. 
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In No. 2 seam, the coal is undercut in the top and, in No. 4 seam, 
it is undercut in the floor. The two seams are opened up by means 
of two separate tunnels which unite at the tipple. The main entry 
in No. 2 seam has been driven for a distance of 12,300 ft., and No. 
4 entry is 8,600 ft. long. Eighty feet of strata separate No. 2 from 
No. 4. | 

Metuop or Mininc.—The general method of working is to keep 
the development work on the upper seam (No. 2) in advance of the 
lower. In this way, it is possible to withdraw the pillars from the 
upper seam and allow the roof to settle before the pillars are removed 
. from the lower. 


The mine is worked in a most systematic manner and the extrac- 
tion from both seams is very high. The system of mining adopted is 
pillar-and-stall, with barrier pillars. (See sketch facing page 130). 


The chutes or rooms are driven up the pitch every 60 feet. After 
ten chutes have been driven, one chute is omitted, leaving a barrier 
pillar 110 ft. wide. These barrier pillars divide the mine into panels 
600 ft. in width. Every tenth room is carried through from entry to 
the surface, for the purpose of aiding ventilation and serving as a 
timber chute. The chutes vary in length up,to 1,200 ft., are driven 
to ft. wide and continued to the surface. After all the chutes in 
a panel have been driven, the pillars are removed. The pillars are 
removed from the surface towards the entry, but three rows above 
the entry are not withdrawn, but left to support the main entry. In 
removing them, the pillar is first attacked by widening out the chute 
on one side just below the last cross-cut. It is then sliced diagon- 
ally and the coal allowéd to slide down the chute. Where the roof has 
fallen after the pillar has been removed above, a battery is placed 
between one side of the chute and the top of the pillar which is being 
withdrawn. In this way, the rock is prevented from rolling down upon 
the workmen and crashing down the chute to the entry below. In 
withdrawing pillars, only one row is withdrawn from each chute. 


Very little timber is used in the mine: in No. 2 seam, three-quarters 
of a lineal foot of props is used per ton of coal mined ; in No. 4 one and 
one-quarter lineal feet is used per ton mined. 


The coal is hauled from the chutes on the main entry to the tipple 
by means of compressed-air locomotives. In order to get a sufficient 
height for screening the coal, the mine cars are hoisted 98 ft. to the 
top of the tipple by means of a steam hoist and self-dumping cage. 
Eighty per cent of the output is shipped as run-of-mine and the rest 
(slack) goes to a Bradford breaker and is delivered to the coke ovens. 
The coal is picked on picking belts. 


COAL MINES OF ALBERTA 129 
TAP PU SEEN Col Scare CU IT eB Ra eae Se aa ea 

Biastinc.—Very little powder is used in the mine, but, when 
blasting, No. 6 detonators and Monobel powder are used. 

VENTILATION.—The mine is ene by an rr ft.x7 ft. Capell 
fan and a ro ft. Sullivan fan. 

It has a capacity of 2,300 tons per He of 10 hours, but the actual 
average is about 2,000 tons. There are 375 men employed underground 
and 175 above ground. 

Mine EouipMent.—The boiler plant consists of ten return 
tubular boilers, 18 ft. long by 6 ft. wide, aggregating 1,300 h.p. The 
mine locomotives consist of four compound and six simple compressed- 
air locomotives. The power plant consists of two 250-k.w. direct 
current generators driven by two steam engines, size of cylinders 
24.in. x18 in. 

The air compressors consist of one duplex air compressor, with 
cylinders 14 in. in diameter by 22 in. stroke, with a capacity of 1,160 
cu. ft. of free air per minute; and two four-stage, high-pressure com- 
pressors having a capacity of 776 cubic feet of free air per minute. 
One ventilating fan is driven by a 150-h.p. motor ; the other by a 
14 in. x 16 in. steam engine. One 75-h.p. steam hoist is used to hoist 
the coal to the top of the tipple. Two electric motors are used for 
operating the tipple machinery. Two 35-horse-power electric lorries 
are used for charging the coke ovens. 

The machine shop is equipped to do ordinary mine-repair work 
and consists of three lathes, drill presses, shapers and pipe-threading 
machines. The blacksmith shop has two forges and a steam-hammer. 
The carpenter shop is equipped with band and cross-cut saws. 

CoKE Ovens.—The coke ovens, numbering 216, are of the beehive 
type, 14 ft. in diameter. They take a charge of 6% tons of slack, and 
have a total output of about 400 tons per day. The coal from No. 4 
seam makes an excellent coke. That from No. 2 is of inferior quality, 
but, by mixing the coal of the two seams in equal parts, a very satis- 
factory coke is obtained. 

The mine has a storage-bin capacity for 400 tons of coal and 300 
tons of coke, and a track capacity of 75 empty railway cars and 60 
loaded cars. 


McGillivray Creek Coal and Coke Company 


This mine is situated at Carbondale, near Coleman, and is con- 
nected by an electric railway line with the Crowsnest branch of the 
Canadian Pacific ry. 

There are two seams of coal separated by about 100 feet of strata, 
but only the lower one, No. 2, is being worked. The average thickness 
of this seam is about 914 feet. The seams have a strike of N. 7° W., 
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a dip of 30° to the west, and are occasionally broken by upthrow and 
downthrow faults of small magnitude. 

Metuop or Mininc.—The entrance to the mine is by a slope 
280 ft. long. The system of mining is pillar-and-stall, the stalls really 
being chutes driven up the pitch. The chutes vary in length up to 
sso ft. The main entry is driven 11 ft. wide and the rooms 8 ft. wide. 
Crosscuts, 8 ft. x 8 ft. are driven every 60 feet. The room pillars are 
50 ft. wide. 

No gas has been found in the mine, but Wolf safety lamps 
are used exclusively underground. 

Buastinc Metuops.—The blasting is done under the supervision 
of a shotfirer by means of a battery and Monobel powder. There are 
three shotfirers on each shift. The tamping material is clay, which is 
sent into the mine for that purpose. The roof is shale, with a cap rock 
of shale from 1 in. to 3 in. in thickness. The floor is smooth and hard. 

VENTILATION.—The mine is ventilated by means of a Sirocco fan 
used as a force fan, delivering 45,000 cu. ft. of air per minute, with a 
water gauge of 1 inch. 

The mine has a capacity of 2,000 tons per day, but the actual 
average is about 400 tons. There are about 70 men employed under- 
ground and 25 above ground. 

MinE EquipMENtT.—The coal is hauled from the mine to the steel 
tipple, a distance of nearly two miles, by means of two 1o0o-h.p. electric 
locomotives operating on a rack rail. The tipple is well constructed 
to handle a large output. The following gives the tipple flow-sheet : 


Cars hauled from mine 
by electric locomotive 


Green patent dump 


Empty car returned Coal to shaking feed 
under loaded track 
l-in. bar screen 
“ Pies 
ite 
Picking table Slack coal to be sent to coke 


ovens (not yet installed) 
gin. bar screen 


Lump to aa to 
railway cars railway cars 
The box cars are loaded by means of an Ottumwa box-car loader. 
The boiler plant consists of one 4o-h.p. and one 3o0-h.p. boiler 
situated at the mine, and two 1s0-h.p. boilers situated at the power 
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house at the tipple. The power house consists of a 150-k.w., 550- 
amperes, 250-volts generator, driven direct by an 18 ix 18 ins, 207- 
h.p. steam engine. The electricity generated is used for supplying 
power for locomotives, tipple and machine shop, and for lighting pur- 


poses. 
Canadian Coal Consolidated 


This mine is situated at Frank, on the Crowsnest branch of the 
Canadian Pacific ry. The coal seam has a strike of N. 35° W., and the 
dip varies from 30° to vertical. The thickness varies from 1o ft. to 
2s ft., but the average thickness is about 12 ft. Itis frequently faulted 
and rolls are often met with in the workings. 

The company is operating what might be called two separate 
mines, the Old mine and the Shaft mine. 

Oxtp MINE 


The entrance to this mine is by a main gangway about two miles 
in length. In places the coal has been mined out from the gangway 
to the surface. The system of mining previously followed was to 
drive ‘chestnut’ chutes off the main gangway. The coal is hauled 
from the main gangway to the bankhead by means of main and tail rope. 

SHAFT MINE 

Meruop or Mininc.—The shaft is about 330 ft. deep, with 
levels at 120 ft. and 220 ft. from the surface. This mine has 
been worked on a breast system, or, what is really a longwall system, 
on a nearly vertical seam. About 75 per cent of the coal was extracted 
in this way, but the danger of the small pillars dropping down has 
forced its abandonment. This method was changed and the mines 
worked on an angle or diamond system, with rooms 6 ft. x 6 ft. and 
diamond pillars 30 ft. in width. 

At Frank, lack of system in mining has resulted in the per- 
manent loss of large areas of coal. Chestnut chutes have been driven 
up the pitch and the pillars drawn at random. Thus it is impossible 
to recover economically the large blocks of coal that have been left 
between areas where pillars have been removed. 

It is stated that, in the breast work at the Shaft seam, a recovery 
of 7s per cent has been obtained, but, considering the area attacked, 
not more than ro per cent of the coal has been recovered. This state 
of affairs is attributable, to a large extent, to the numerous changes 
of management which have taken place in the past. Portions of the 
old workings have been on fire. 

Gas has been found in the mine and Wolf safety lamps are 
used everywhere above the level of the main gangway. The pump- 
house in the mine is lighted by electricity. 


132 COMMISSION OF CONSERVATION 


Biastinc Metuops.—The blasting is done under the supervision 
of shotfirers, Monobel powder and No. 6% detonators being used. 
Forty per cent dynamite is used in rock work and for brushing the 
roof and floor. 


VENTILATION.—The Old mine is ventilated by a Capell fan, and 
the Shaft mine by a small Murphy fan. . 

Three lineal feet of props per ton of coal mined are used for 
timbering. | 

Mine EguipmMent.—The boiler plant consists of six 250-h.p. 
water-tube boilers, and two condemned water-tube boilers. 

The power plant consists of one 400-k.w., a.c. generator, direct- 
driven by a 24 in. and 36 in. x 24 in. cross-compound steam engine, 
which is used to generate power for lighting, pumping and ventilating 
purposes ; and one 4o-k.w., a.c. generator, belt-driven from a 14 in. x 
rs in. steam engine. One 100-k.w., a.c. generator, belt-driven from 
a 14 in. x 1s in. steam engine, generates power for pumping purposes ; 
and three low-pressure Ingersoll air compressors furnish power for 
coal cutting. The mine has a bunker capacity for 1,700 tons of coal. 
It has a capacity of 450 tons per day, but the actual average is about 
380 tons. The total output is shipped as run-of-mine. 


Leitch Collieries 


This company is at present operating two collieries, No 1 South 
and No. 2 North. 
No. r SoutH MINE 


The mine is situated south of the Crowsnest branch of the 
Canadian Pacific ry. near Passburg, Alberta. The seam hasan average 
thickness of 6 ft. and dips 63° to the east. No other seams have been 
found. 


The entrance to the mine is by a 3,000-ft. tunnel driven from the 
outcrop. The system of mining used is pillar-and-stall. Rooms 40 ft. 
wide are driven from the counter level up the pitch. The room pillars 
are 1s ft. wide and crosscuts are driven through the pillars every 50 it. 


Two crosscuts are driven from the main and counter entry to each 
room. A 20-ft. pillar is left to protect the counter level. In driving. 
the rooms up such a steep pitch, the men stand on the coal while work- 
ing. In order to ventilate the room properly, the man-way and air-way 
are kept open to the face. The room pillars have not been drawn. 

The output, 250 tons per day, is picked and shipped as run-of-mine. 
There are 60 men employed underground and 20 above ground. In 
timbering, 6 lineal feet of props are ised per ton of coal mined. 
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No. 2 Nortu MINE 


The mine tipple is situated on a spur line of the Crowsnest branch 
of the Canadian Pacific ry. three-quarters of a mile east of Passburg 
station. A gravity plane, 2,000 ft. in length, connects the mine with 
the tipple. 


Four coal seams have been prospected on the property : 


Seam No. Thickness Distance (along pitch) to Remarks 
next seam 
1 6 ft. 100 ft. A dirty coal 
2 race Quite: Being worked 
3 a ies 43. ‘§ Clean coal 
4 5 it. — Clean ee being work- 
ed. 


The strike is approximately north-and-south ; the dip, 60° W. 


Metuop or Mininc.—The entrance to the mine is by a tunnel 
2,400 ft. in length, driven from the outcrop. The system of mining 
used is pillar-and-stall. The main entry width is 1o ft. A pillar 
35 ft. in width is left between the main and counter levels. A portion 
of the mine has been worked with stalls driven up the pitch, but the 
present practice is to work across the pitch. The rooms are driven 
20 ft. wide and vary in length from 250 ft. to 500 ft. depending on 
whether they are driven across or up the pitch. The room pillars are 
20 ft. wide and crosscuts are driven through the pillars for ventilation 
every so ft. No pillars have been pulled and the extraction is about 
5s per cent. The roof is sandstone and the floor, hard sandy shale. 
Gas has been found in the mine and Wolf safety lamps are used 
exclusively underground. 


Buastinc Metuops.—The blasting is done with fuse, No. 6 
detonators and Monobel powder, and is under the personal super- 
vision of shotfirers. 


VENTILATION.—The mine is ventilated by a Jenckes fan, 1o ft. 
in diameter, which delivers 60,000 cu. ft. of air per minute. 

In timbering, 6 lineal feet of props are used per ton of coal mined. 

The mine has a capacity of 700 tons per day, but the average daily 
output is about 400 tons. There are 150 men employed underground 
and 30 above ground. 

The coal is hauled by horses from the main entry to the head of 
the gravity plane ; thence, by gravity plane to the tipple and washery 
situated at the railway siding. The following diagram gives the flow 
sheet of the tipple and washery : 
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Coal lowered from 
mine to tipple by means of incline 
Tipple 


14, 3 and 114-in. screens 


| | 
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Elevator Nut Lump 
400 ton bunker Box cars Picking table 
10 Luhrig jigs Railway cars 
| | M 
Washed coal Waste (bone) 
and overflow 
100-ton bunker 
1000 ton bunker 
Lorry car 
Mitchell 
rectangular 
coke ovens 


Three sizes are made at the tipple—lump, nut, and coal for washery. 
The lump coal is screened over a 114-in. screen, picked and loaded into 
railway cars. The nut coal is screened over 14-in. and 34-in. screens 
and loaded into box cars. The coal which has passed through a %-in. 
screen is elevated to a 400-ton bunker at the washery ; from the bunker 
the coal is fed to 10 Luhrig jigs, each having a capacity of 5 tons per 
hour. 


There are installed at the tipple : 


Four 150-h.p. return tubular boilers. 
One 300-h.p. steam engine, connected to— 
One 150-k.w. direct current generator. 
There are installed at the mine : 
Two 60-h.p. locomotive-type boilers. 
One small air compressor ; and 
A small hoist for hauling the empty cars to the mine from 
the tipple. 


Coke Ovens.—The overs from the jig are stored in a 1,000-ton 
capacity bunker; from it the coal is charged by lorry car into 1o1 
Mitchell rectangular coke ovens. A coke oven charge is 6 tons 
and the coking period is 48 hours. Provision has been made in the 
construction of the ovens for electric leveller, pusher and conveyer so 
that the coke may be mechanically loaded into railway cars. The 
ovens were put in operation in 1912. 
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West Canadian Collieries 


This company is operating mines at Blairmore, Bellevue, and Lille. 


BLAIRMORE MINE 


This mine is situated at Blairmore, and is connected by a spur 
track about one-half mile in length, with the Crowsnest branch of the 
Canadian Pacific ry. near Blairmore station. 


The thickness of the coal seam varies from 1o ft. to 12 ft. AS 
the lower portion of the seam is dirty coal, averaging about 40 per cent 
ash, the upper 5 ft. to 6 ft. only is worked. The strike of the seam is 
N.—S. and the dip varies from 35° to 50° to the west. It is occasionally 
broken by faults and is not disturbed by rolls. 


A small quantity of gas is evolved from the coal, but the return 
air-way does not show an appreciable amount. Wolf safety lamps are 


used in the mine, but the main gangway to No. 43 chute is lighted by 
electricity. 


The entrance to the mine is by a 7 ft. xo ft. level tunnel driven 
on the strike of the seam. The maximum cover over any portion of 
the workings is goo ft. 


MetuHop oF Mininc.—The same method of mining is used as in 
the Bellevue mine, excepting that the rooms are driven across the 
pitch, 12 ft. wide, the ‘pillars are 38 ft. wide and the chutes 6 ft. 
wide. The rooms are timbered with full sets and lagging which keep 


up the cap rock. (See illustration p. 136 for method of working 
Bellevue mine.) 


The pillars are removed down to the counter gangway. An ex- 


traction of from 80 to go per cent is obtained from the present workable 
coal. 


The coal is hauled from the chutes to the bankhead by means of 
horses. 


The roof is hard slate, which is traversed by slips and these blocks 
of slate often fallin the rooms. The floor is shaly coal. 


Buastinc Metuops.—The blasting is done under the supervision 
of shotfirers, No. 7 detonators and Monobel powder being used. The 
tamping material used is clay, which is sent into the mine. ‘Windy’ 
shots are rare and the mine has never experienced any explosions. 
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VENTILATION.—An 8 ft. x 5 ft. (wide) Sullivan all-steel fan is used 
for ventilating the mine, delivering 65,000 cu. ft. of air per minute, 
with a 4-inch water gauge. 


In timbering, two lineal feet of props are used per ton of coal 
mined. The boiler plant consists of two 150-h.p. return tubular boilers. 
The power plant consists of a 300-h.p. steam engine belted to 75-k.w. 
and 100-k.w. generators, the electricity being used for lighting and 
power purposes. 


The mine has an average output of 700 tons per day. The number 
of men employed underground is about 100; 45 are employed above 
ground. The coal is picked on a travelling belt and the total output is 
shipped as run-of-mine. Occasionally, a little slack under three- 
quarters of an inch is marketed. The mine has a track capacity for 
20 thirty-ton loaded railway cars and 35 empty cars. 


BELLEVUE MINE 


This mine is situated at Bellevue, on the Crowsnest branch of 
the Canadian Pacific ry. Six seams of coal have been prospected on 
the property. 

The following table gives the thickness of the seams and the 
thickness of the strata between each seam : 


Thickness of Seam Thickness of Seams 
intermediate strata 
No. 1 12 ft. Being worked. 
80 feet No. 2 4 ft. £0 1296. 
100 feet No. 3 DAE root Hera 
300 feet No. 4 6 ft. Workable in places. 
12-15 ft. No. 5 Several bands of rock with 2 to 3 feet 
apart. of coal in between. 
No. 6 Several bands of rock-with 2 to 3 feet 
of coal in between. 


Of the foregoing, only No. 1 seam is now being worked. This 
seam varies in thickness from 12 to 14 ft. with a fairly constant average 
thickness of 12 ft. The strike is N. 12° W.; the dip varies from 35° to 
45° W. It is not disturbed or broken by faults. 


Metuop or Mininc.—The entrance to the mine is by crosscut 
tunnel which intersects the coal measures at 300 ft. from the surface. 
The elevation of the entrance is about 4,000 ft. above sea-level. The 
vertical depth of the coal bed below the entrance is about 80 ft., and the 
maximum cover is about 600 ft. The system of mining used is chutes 
and pillars. 
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COAL MINES OF ALBERTA 137 


Every 400 feet, parallel chutes 30 ft. apart, are driven from the main 
entry to the surface. (See sketch p. 136.) These chutes are opened up off 
the counter level with a width of 10 ft. and widened to 14 ft. a short 
distance above the counter level. The rooms are 200 ft. long and 14 ft. 
wide. The room pillars are 30 ft. wide and cross cuts are driven every 
so feet. A barrier pillar 36 ft. wide is left between the chutes to protect 
the counter entry. As soon as all the rooms have been driven between 
any two chutes, the pillars are removed from the outcrop down to- 
wards the entry. About 85 per cent of the coal is recovered. The 
roof is a hard sandstone, which often stands for a long period even 
after the pillars have been removed. The floor is smooth and is com- 
posed of hard sandstone. 


Gas has been found in the mine and Wolf safety lamps are used. 
In an explosion on Dec. oth, 1910, 31 men were killed. 


Electric light, 220 volts, is used in the main entry as far as 
No. 26 chute. | 


VENTILATION.—The mine is ventilated by means of a belt-driven 
Capell fan, 12 ft. diameter, delivering $0,000 cu. ft. of air per minute 
with a water-gauge of 2 inches. 

Two lineal feet of props are used per ton of coal mined. 

Four compressed-air locomotives are used for haulage on the main 
entry. The mine cars are steel with a capacity of 6,000 pounds. The 
track gauge is 3 feet. 


Biastinc Metuops.—The blasting is done by battery under 
the personal supervision of a shotfirer. 

The mine has an average output of about 1,200 tons per day; 
employs 200 men underground and 75 above ground. Nearly all the 
output is shipped as run-of-mine, picked on belt, and sold to the railway. 
Some slack coal is sold to cement works. 


Mine EouipMentT.—The mine has a track capacity for 2,500 tons 
of coal. 

The boiler plant consists of six 150-h.p. return tubular boilers. 
The power plant consists of one 15-k.w. electric generator for lighting 
purposes, driving fan, tipple, etc., and one high-pressure air compressor. 
The steel tipple, fitted with a Green dump, has a capacity of 1,500 
tons per day. 

LILLE MINE 


This mine is situated about seven miles from Frank, and is 
connected with the Crowsnest branch of the Canadian Pacific ry. by 
a branch line. 
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The following seams have been prospected on the property : 


COAL SEAMS, LILLE MINE 
Thickness of inter- 


Thickness | mediate strata Remarks 
6-12 ft. 30 ft. Present workings 
8-12 ft. 100 ft. 


| Considered valueless ; 
80-100 ft. very much disturbed ; 
heat and shale. 


Of the above-mentioned seams, only the upper one is worked at 
present.* This varies in thickness from 6 ft. to 12 ft. The strike is 
N. 10° E. and the dip about 40° W. ‘The seams are not faulted, but 
rolls are frequently met with in the workings. 


MeEruHop or Mininc.—The system of working used is room-and- 
pillar. Double chutes from 150 ft. to 306 ft. apart are driven up the 
pitch from the main entry and the rooms are driven off these across 
the pitch. The room widths are 20 ft. and the room pillars 30 ft. wide. 
Crosscuts are driven every 50 ft. As soon as all the rooms have been 
driven between the chutes the pillars are removed. The percentage 
extraction, excluding dirty coal, is about 8s per cent. The entrance 
to the mine is by tunnel on No. 2 seam, and rock crosscut tunnel to 
No. 1 seam. 

Compressed-air engine haulage is used on the main entries. 

Gas has been found and Wolf safety lamps are used in the mine. 


BLASTING Metuops.—Blasting is done under the personal super- 
vision of shotfirers, Monobel powder, fuse and No. 6 detonators being 
used. The company have changed this method and all shots are fired 
by battery. The tamping material is clay, which is sent nto the mine. 
‘Windy’ shots do not often occur, and the mine has never experienced 
any explosions. In timbering, 3 lineal feet of props are used per ton 
of coal mined. The main roof is sandstone with cap rock of about 4 ft. 
of shale ; the floor is shale and rather rough. 

VENTILATION.—The mine is ventilated by a belt-driven Murphy 
fan delivering 36,000 cu. ft. of air per minute, with a water gauge of 
1724 in. There are two splits in the ventilation system. 

The mine has a capacity of 700 tons per day, but the actual average 
is about 600 tons. There are 198 men employed underground and 38 
above ground, not including those employed at the coke ovens. 

Coal from the mine passes over a Phillips cross-over dump where 
it is screened to 134 inch. The over-size, after picking, is marketed ; 
the under-size is sent to the washery, which is situated about a mile 
higher up the valley. 


* This mine is not now in operation (Oct. 1913). 
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WasHERY.—The washery has a capacity of 30 tons per hour and | 
is operated by 6 return tubular boilers ageregating 480 hp. A belt 
passing below the cars conveys the coal to an elevator, which delivers 
to a %-in. trommel screen. The oversize is sent to the boilers, while 
the undersize is sent to ten Luhrig jigs. The refuse, from the jigs, 
constituting 20 per cent of the original and assaying from 35 per cent 
to about so per cent ash, is thrown on the dump. The washed coal 
is elevated to storage bins having a capacity of 500 tons. From the 
storage bins, it is distributed to the coke ovens by lorry cars. 

Coxe Ovens.—The coke ovens—so in number—are of the Bernard 
pattern, Belgian type, and have a capacity of 150 tons per day. The 
coking period is 48 hours. The ovens, which are discharged by ram, 
have a recovery of 72 per cent. 

The power plant at the mine consists of 4 return tubular boilers 
aggregating 500 h.p. They provide power for the operation of the 
high-pressure air compressors, which compress air to 1,000 lbs. to the 
square inch for locomotive haulage. 


Hillcrest Collieries 


This mine is situated on a hill, a mile and a half from Hillcrest 
station on the Crowsnest branch of the Canadian Pacific ry. The mine 
tipple is on the valley level, and is connected with the railway by means 
of a mine spur seven-eighths of a mile in length. The coal is brought 
from the mine to the tipple by means of a steel rope and disc conveyer. 

The following seams have been prospected on the property : 


COAL SEAMS, HILLCREST COLLIERIES 


) Thickness of intermediate 
strata 


No. 1 to No. 2—100 ft. 


Thickness Remarks 


14 ft. 


Being worked 


6-8 ft. Dirty oe unwork- 
able 

No. 2 to No. 3—300 ft. 10-12 ft. Dirty oa Met 
able. 


= 


At present the upper seam only is being worked. The strike of 
the coal is about northeast and the dip 28° to the west. The seams 
are badly broken by faults, and the coal is cut off by a fault at the face 
of the main entry, 4,000 ft. from the entrance. 

Metuop or Mininc —The entrance to the mine is by tunnel 
driven on the outcrop, but, as the coal has been mined to the surface 
above the main entry, the company have driven a rock cross-cut tunnel 
and the coal is now being mined to the dip. The system of mining 
is pillar-and-stall. (See plan facing page 140.) Chutes are driven 
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up the pitch to the surface. The chutes are 14 ft. wide and vary 
in length from 400 ft. to 800 ft. The room pillars are 50 ft. wide and 
crosscuts are driven in steps on each side of the chute every 50 ft. 
An extraction of 85 per cent is obtained. The pillars are removed 
by slicing on each side of the chute. The roof is sandstone with a 
6-inch cap rock. 

Gas has been found in the mine and Wolf safety lamps are used. 
Electric light, 250 volts, is used in the main road for a distance of 
2,000 ft. from the entrance. 


BiastiInc Metuops.—The blasting is done under the supervision 
of shotfirers. Monobel powder, No. 6 detonators and fuse are used for 
blasting down the coal. Forty per cent and sixty per cent dynamite 
are used in rock work. The tamping material used for stemming 
the holes is clay, which has been sent into the mine. The mine is not 
subject to ‘windy’ shots nor has it experienced any explosions. 

The haulage system on the main entry is by horse, while 12 in. 
Xx 15 in. locomotives haul the coal from the entrance to the tipple. 

In timbering, 3 lineal feet of props are used per ton of coal mined. 
The mine has a capacity of 2,000 tons per day, but the actual average 
is about 800 tons. There are 250 men employed underground and 
70 above ground. 

The coal is picked on the tipple conveyer and bg per cent of the 
output is shipped as run-of-mine. 

‘The following machinery has been installed near the entrance of 
the new rock cross-cut : 

Six r50-h.p. return tubular boilers ; 

A three stage high-pressure air compressor for locomotive haulage ; 

105-k.w. generator, for lighting and power purposes ; 

250-h.p. hoist for hoisting out of the new 1,800-ft. slope. 


Maple Leaf Mining Company 


This mine is situated on the north side of the valley, a mile and 
a half east of Hillcrest station. It is connected with the Crowsnest 
branch of the Canadian Pacific ry. by a three-feet gauge railway. A 
gasoline engine hauls the mine cars from the mine entrance to the 
tipple at the railway siding. 
Three seams have been prospected on the property : 
No..1 seam, 10 ft. to 12 ft. thick. 


No. 2 seam, 12 ft. to 14 ft. thick. 
No. 3 seam, (impure coal) 8 ft. thick. 


One hundred and eighty-five feet of strata separate No. 1 seam 
from No. 2, and 200 feet of strata separate No. 2 from No. 3 seam. 
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The strike is approximately north-and-south, and the dip 45° to the 
west. The seams are not badly faulted but “‘pinch outs’’ are fre- 
quently met with in the workings. 


Mertuop or Mininc.—The entrance to the mine is by crosscut 
tunnel to No. 1seam. The system of mining is pillar-and-stall. Chutes 
12 ft. wide, varying in length from 1009 ft. to 400 ft. are driven up the 
pitch from the main entry to the surface. The room pillars are 33 ft. 
wide. The coal has been mined to the surface for a distance of 1,500 
ft. along the main entry. The pillars are removed by slicing the top 
portion of the pillar parallel to its diagonal. The total recovery is about 
S57 Mer cent. 

The roof is hard sandstone and does not fall readily in the rooms 
even after the pillars have been removed. Gas has been found in the 
mine and Wolf safety lamps are used exclusively. 


BuastinG Metuops.—The blasting is done by fuse, No. 6 de- 


tonators and Monobel powder under the personal supervision of shot- 
firers. 


In timbering, 6 lineal feet of props are used per ton of coal mined. 


V::NTILATION.—The mine is ventilated by means of a Sirocco fan 
deliver’ng 50,000 cu. ft. of air per minute. 


The mine has a capacity of 600 tons per day but the actual average 
output is 4oo tons. There are 4o men employed underground and 15 
above ground. About 75 percent of the output is shipped as run-of- 
mine, but the screens at the tipple are so arranged that lump and slack 
coal (under 134 inches) can be produced. 


MinE Equipment.—The tipple has storage bin capacity for 
300 tons, and the railway siding has a capacity for 15 loaded cars. 


The boiler and power plant consists of : 


One 150-h.p. return tubular boiler ; 

One 60-h.p. locomotive-type boiler ; 

The high-pressure half of a 14 in. x 22 in. air compressor, 
which furnished power for mine pumping. 

One 75-k.w. alternating current generator, which is used for 
power and lighting purposes. 


Davenport Coal Company 


The mine is situated on a railway spur one-quarter mile from 
Burmis on the Crowsnest branch of the Canadian Pacific ry. The 
following seams have been prospected on the property : 
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COAL SEAMS, DAVENPORT COAL CO. 


Seam Thickness Distance to next seam* 
No. 1 3 ft. coal 96 ft. to No. 2 

2 4 ft. coal 10 ft. to No. 3 

3 4 ft. coal 50 ft. to No. 4 

4 4 ft. coal and 5 ft. of dirt 50 ft. to No. 5 

5 8 ft. coal 


No. 2 seam only, is being worked at present. The strike of the | 
seam is approximately north-and-south ; the average dip is 45° W. 

MetHop oF Mininc.—The entrance to the mine is by tunnel on 
No. s seam and rock cross-cut to No. 2 seam. The system of mining is 
room (chute)-and-pillar. (Seesketch p. 136.) The chutes are driven from 
the main level to counter level with a width of 12 ft.; above the counter 
level the chutes are widened out to 20 ft. and driven up the pitch to 
the surface. The room-pillar width is 30 ft.; 10 ft. by 4 ft. crosscuts 
are driven every 60 ft. The pillars are removed by starting at the 
counter level and working up the pitch with a longwall face. The 
roof is sandy shale and stands even after the pillars have been removed. 
The floor is sandy shale. | 

Gas has been found in the mine and Wolf safety lamps are used 
exclusively. 

Biastinc Metuops.—The blasting is done under the supervision 
of shotfirers, Monobel powder, No. 6 detonators and fuse being used. 
The holes are stemmed with clay, which is sent into the mine for that 
purpose. 

VENTILATION.—The mine is ventilated by means of a Sirocco fan 
delivering 0,000 cu. ft. of air per minute, with a water gauge of 
3 inches. 

In timbering, one and one-half lineal feet of props are used per ton 
of coal mined. 

The mine has a capacity of 500 tons per day but the average daily 
output is about 370 tons. All the output is shipped as run-of-mine. 
There are 46 men employed underground and 14 above ground. 


*Measured along the dip. 
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Mining Methods in the Crowsnest District 


ENERALLY speaking, the coal seams in the Crowsnest district 

in Alberta and British Columbia, have steep dips, and outcrop 

in a hilly or mountainous region. As the railways which afford trans- 

portation facilities follow the valleys, the usual practice is to develop 

the mines by tunnels driven from the level of the valley, the coal being 
mined to the rise of the tunnel. 

These conditions, where the cover is not very great, are favourable 
to economic mining, as haulage, pumping and ventilation problems 
are not difficult ; but, as soon as the coal to the rise has been mined 
and a second lift undertaken, the conditions will be more unfavourable. 
The steep dips quickly increase the cover over the workings, and timber- 
ing, ventilation, pumping and haulage problems will become serious 
factors. Some of the mines are now mining a second lift, and, event- 
ually, all will be working highly pitching seams under great cover, in 
which there are also a number of seams present in the measures. The 
mines are, as a rule, gaseous, and, on account of their dip, dry in places ; 
consequently they present, and will present, other adverse conditions. 


Hosmer Mine 


The mine is situated at Hosmer, B.C., a town on the Crowsnest 
branch of the Canadian Pacific railway, eight miles north of Fernie. 
The seams, with a total thickness of 116 ft. of coal, have been prospected 
by a crosscut tunnel about 4,930 ft. in length, driven from the Fernie 
shales, below the coal measures, to the hard conglomerate which over- 
lies them. Five seams, aggregating 48 ft. of coal, are considered work- 
able. They are as follows : 
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The dip of the seams varies from 30° to 65° to the east. They 
are frequently broken by faults and “‘pinch outs’”’ often occur. Seams 
No. 2 and No. 6 are developed more extensively than the others, and 
produce most of the present output—about 700 tons per day. 

Gas has been found in the mines and Wolf safety lamps are used. 


MetHop oF Mininc.—The system of mining is room-and-pillar. 
The working face is sheared by machines and then picked down. No 
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blasting is done in the mine. The method of attack is as follows : 
Gangways are driven off the main tunnel in coal ; double chutes, 40 ft. 
apart, are driven up the pitch from the main gangway every 400 feet 
to the next level situated s00 ft. above the gangway. ‘The rooms are 
opened off the chutes and driven across the pitch to meet the corres- 
ponding rooms from the next chute. The rooms are 12 ft. wide and 
the room pillars 40 ft. wide. No room pillars have yet been drawn. 
The maximum cover over any portion of the workings is 1,200 ft. 


The coal is trammed from the face of the rooms and dumped into 
chutes. It is loaded into 2-ton mine cars from chutes on the main 
gangway and hauled out by compressed-air locomotives. 


In timbering, 3 lineal feet of props are used per ton of coal mined. 


The coal is lowered in “‘trips’’ of 20 cars from the mouth of the 
tunnel (elev., 4,011 ft.) to the tipple level (elev., 3,531 ft.) by means 
of a steam-actuated double-track incline 3,550 ft. long. From the 
foot of the incline to the tipple, it is hauled by compressed-air 
locomotives, and there discharged on a Phillips cross-over dump 
into a steel hopper, from which it is fed by a reciprocating feeder 
to two shaking screens placed one above the other, size 16 ft. by 6 ft., 
with 1-in. and %-in. punched holes. The over-size from the 1-in. 
. screen passes to two steel picking belts 4 ft. 9 in. wide by 30 ft. long, 
and is discharged into storage bins of 2,400 tons capacity. Forty per 
cent of the output of the mine passes over the r-in. screen. 


The slack coal is conveyed by scraper conveyers to coke-oven 
bins having a capacity of 3,000 tons. The over-size from the }4-in. 
screen passes to a Robinson washer ; the washed coal passes to a }4-in. 
trommel and the over-size is discharged into either the nut-coal or coke- 
oven bunker. The under-size from the trommel passes to a settling 
tank ; the overflow from the settling tank is pumped to a second settling 
tank and the water is returned to the Robinson washer. The fine coal 
from the settling tanks is conveyed to the coke-oven bins. The wash- 
ery has acapacity of 500 tons perday. Compressed-air locomotives haul 
the slack coal from the slack bin in 7-ton lorry cars, to the coke 
ovens. The tipple is built entirely of steel and is designed to operate 
in two units, each of which may be worked independently of the other. 
There are 240 coke ovens of the beehive type, each 12 ft. in diameter 
and 7 ft. high and with a capacity of 400 tons of coke per day. 


From the foregoing description of the washery, it can be seen that 
nothing is wasted. The lump and nut coal is marketed, and the slack 
coal and sludge are converted into coke. 


STEEL TIPPLE, CROWSNEST Pass Coat Co., MicuHet, B.C. 


STEEL TippLe, Hosmer Mines, Ltp., Hosmer, B.C. 
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SurFace PLtant.—The following description of the surface plant 
is taken from a paper, by H. H. Yuill, published in the Transactions of 
the Canadian Mining Institute, Vol. XIII., rgto. 


All the permanent buildings of the surface plant except the 
fan engine house, which is built of brick, are of reinforced concrete 
construction, and the tunnel entries are of concrete, as is also the 
connection of the smaller tunnel with the fan. A 9 ft. x 20 ft. Walker 
fan, speed 150 revolutions per minute, provides ventilation for the mine. 
It is driven witha rope drive by a pair of 16-in.x 30-in. engines, originally 
the steam end of the Rand Compressor, which runs at 100 revolutions 
per minute. The fan is ordinarily run as an exhaust, but it can be 
changed to a blow fan, at short notice, and is capable of supplying 
300,000 cu. ft. of free air per minute. The steam for the fan engine 
is supplied by 3 ‘Economic’ boilers of 80 h.p. each. The other build- 
ings at the tunnel mouth are a concrete lamp house, a locomotive house 
for the compressed air locomotive, and a well equipped wash-house,— 
with lockers-—for the miners. The main power-houses and shops are 
at the foot of the incline. 

The boiler-house is a building of reinforced concrete provided 
with steel roof trusses covered with corrugated iron. Three hundred 
and ninety one yds. of concrete were used in the construction of this 
building ; it is 70 ft. x 50 ft. and contains six 250-horse-power 
Babcock & Wilcox water tube boilers, equipped with chain grates and 
mechanical appliances for handling the coal and ashes. The building 
is designed to hold eight of these boilers, the other two will be in- 
stalled when needed. The floor of the building is of concrete. 


The power-house is of the same construction and contains : 


(a) Two Norwalk compressors, steam 26in. x 30 in., two-stage to 
100 Ibs. sq. in., each having a capacity of 1659 cu. it. of free air per 
minute. The air from these compressors is used for the rock drills in 
tunnel, shearing machines, timber hoists in the mine, and various other 
purposes around the plant. 

(b) Two Norwalk compressors, steam 26 in. X 30 in., 2 stage, 
so lbs., 250 lbs., 900 lbs. per sq. in., respectively ; each having a 
capacity of 840 cu. ft. free air per minute. The air from these 
compressors is used for charging the Porter air locomotives, of which 
there are five, two 7 in. x 14 in. at the mine, one 6 in. x ro in. and 
two 7 in. x 12 in. below the incline ; main reservoir, maximum, goo 
lbs. The auxiliary reservoir runs 140 lbs. sq. in. 

In the power-house are two 75-k.w. General Electric a.c., 
generators, volts, full load 2300-amperes 18.85; speed, 900, which 
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are driven by two Robb-Armstrong engines 14 in. x 14 in. These 
provide power for the lighting of the town and the mine plant. 

All the engines have adjustable cut-off valves ; the purpose is to 
supply steam at 120 lbs. sq. in., cut off at 14 stroke ana use the steam 
expansively. 

The steam from any or all of the engines can be turned either 
into the atmosphere or through a 1500-horse-power Hoppe’s exhaust 
steam heater 5 ft. 8 in. diameter by 9 ft. long, which heats the boiler 
feed water to 204° F. This building is 53 ft. x 87 ft.—2o ft. wall. 
Six hundred and thirty yards of concrete were used in the walls and 
foundations. The walls are heavily reinforced, 1-2-4 mixture of 
concrete was used for the curtain walls, while 1-3-6 mixture was 
used for foundations and the other walls. 

The haulage engines are in a building conveniently situated near 
the bottom of the incline. These engines which were made by the 
Vulcan Iron Works, Wilkesbarre, Penna., are a pair of first-motion 
engines 28 in.x 48 in. with two 8-ft. drums having 4-ft. faces. The 
clutches, brakes and reversing gear are all controlled by steam work- 
ing through cataract cylinders. 

The power for the shaking screens and picking pelts 3 in the tipple 
is derived from an Atlas Duplex Engine, 12 in.x16in. The Slack 
rock conveyer is driven by a 25-h.-p. electric motor. 

The power for the Chicago concrete mixer, and the Austin 
gyratory crusher which breaks to 114 in. is supplied by an 8}4in. x 
to-in. portable engine and boiler, placed on trucks. 

The various shops are well equipped, as follows : 

Blacksmith Shop.—One No. 2 double punch and shear, 25 in. throat, 
belt driven ; 1 David Bell standard guide frame steam hammer, 6 in. x 
18 in. cylinder, weight 7200 lbs. ; 1 plate bending roll ; one 36-in. forge; 
one 48-in. forge ; one 60-in. forge ; and a Stur evant-Sheldon blower. 

Machine Shop.—One pipe-cutting and threading machine; 1 Norton 
pedestal grinding machine; one 4o in. grindstone; 1 McCabe double 
spindle lathe, 26 in.—48 in. swing, 24 ft. between centres, 30-ft. 
bed : one 16 in. x 10 in. screw cutting lathe, 14 in.-18 in. swing, 6-ft. 
centres ; one 30 in. x 30 in. heavy pattern planer ; one 3-ft. combina- 
tion Pel drill with worm aa table ; one 14-in. sensitive drill, 
drill chuck up to % in. 

Carpenter Shop.—One Universal rip and cross-cut aw; 1 band saw; 
1 perfection planer and jointer; 1 single-spindle vertical boring 
machine ; one 24-in. swing wood lathe with countershaft. 

With this equipment all the repairing necessary can be done 
on the premises, while the goes are also capable of making mine- 
cars, etc. 
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Corbin Coal and Coke Company 


This mine is situated at Corbin on McGillivray creek. A branch 
line, 12 miles in length, connects it with McGillivray, on the Crowsnest 
branch of the Canadian Pacific ry. 

The mine* is opened up by a tunnel, 14 ft. by 814 ft. in the clear, 
and 2,200 ft. in length. The entrance to the tunnel is approximately 
on the valley level, sufficient elevation being allowed above the railway 
tracks for the tipple, so that the coal can be hauled out of the tunnel, 
picked, screened and loaded directly into railway cars. 

‘The coal seam varies in thickness to a maximum of 1<0 ft., but, 
whether this figure represents its true thickness or not, it is impossible 
to say, as the geology has not been thoroughly worked out. The 
strike is about S. 18° W. and the dip 70°-75°, The seam outcrops 
along the crest of the hill about 1,600 ft. above the main tunnel. 

Gas has been found in the mine and Wolf safety lamps are used 
exclusively. | 


MetHop oF Mininc.—The system of mining used is pillar-and- 
stall. There are three main tunnels above the main entry, ‘“‘B”’, 
“D”, and “E”’. Between ‘“‘B”’ and ‘‘D”’ there are five levels about 
40 ft. apart, and there are three levels about the same distance apart 
above “E”’ tunnel. The tunnels and levels are connected by 6 ft. 
by 10 ft. raises. In the thicker portions of the seam, rooms are opened 
off the levels and the coal is loaded in cars, trammed on the level and 
dumped into the raise or chute. These chutes continue to the main 
tunnel ‘“‘A’’, from which the coal is loaded into cars and hauled to the 
tipple by compressed-air locomotives. 

The raises are driven 4o ft. apart. The rooms are 12% ft. wide 
and the room pillars 40 ft. The rooms vary in length up to 150 ft. 
No pillars have been removed underground, but those on the outcrop 
are at present (1912) being removed by open-cut work. The coal is 
dumped into a long chute, which extends to the main tunnel below. 

BiastING Metuops.—The blasting is done with Monobel powder, 
fuse and Bickford patent fuse-igniter. 


VENTILATION.—The mine is ventilated by means of a small fan, 
4 {t.x 12 ft., direct connected to an 8 in. x 12 in. steam engine, which 
circulates 54,000 cu. ft. of air per minute. There are four splits in the 
ventilation system. 

In timbering, two lineal feet of props are used per ton of coal mined. 

The mine has a capacity of 1,000 tons per day, but the average 
output is about 4oo tons. All the output is shipped as run-of-mine, 
but, in order to facilitate picking the lump coal on the picking table, 


* This mine is now on fire and is not in operation (Oct., 1913). 
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the coal is first screened over a bar screen with 2-in. spaces. The 
lump coal and slack coal are united in the bins, which have a capacity 
of 1,000 tons. 
The mine has a track capacity for 20 thirty-ton loaded railway 
cars, and the same number of empty railway cars. 
There are about 175 men employed underground and 45 above ground. 


MINE EQuiIPMENT.—The boiler plant consists of two 50-h.p. 
locomotive-type boilers and two 120-h.p. return tubular boilers. 

The power plant consists of one 80-h.p. steam engine and dynamo 
and one cross-compound, four stage, high-pressure air compressor, 
capacity 776 cubic feet of free air per minute, compressing air to 1,000 
lbs. for locomotive haulage. 

The company has also stripped, by means of hydraulic monitors, 
a large coal seam on the hill a short distance to the west of the present 
workings.- A railway has been constructed to this mine, and the coal 
is being mined by steam shovel. 


Crowsnest Pass Coal Company 
This company operates the following collieries in East Kootenay 
district : 
Coal Creek Collieries 
Michel Collieries 


CoAL CREEK COLLIERIES 


The mines are situated in Coal Creek valley, five miles east of 
Fernie, and at an altitude of about 3,600 ft. above sea-level. A branch 
railway, five miles in length, with an average grade of two per cent, 
connects the mines with the Canadian Pacific ry. at Fernie. 

The general line of strike of the coal measures is approximately 
north-and-south, with an easterly dip varying from 10° to 15°. As 
the valley of Coal creek cuts across the measures, the surface outcrops 
of several of the seams are exposed at a considerable height above the 
tipple level. 

The following mines are in operation: 

North side of valley— 
No. 5, North : 
No. 1, North 
No. 9 
Old No. 1 
South side of valley— 
No. 1, East 
No 2 
No. 3 
No. 1, South 


COAL MINES OF BRITISH COLUMBIA 149 


These mines are opened up on three different seams, No. 1 North, 
Old No. 1, No. 1 South and No. 1 East being on the same seam. No. 2 
and No. 3 mines are working on the same seam as No. 9 mine seam. 
No. 5 seam is about io ft. thick and is separated from No. 9 seam 
by about 500 ft. of strata. No. 9 seam varies in thickness from 
4 ft. to 7 ft. and is separated from No. 1 seam by strata varying 
in thickness up to 120 ft. No. 1 seam varies in thickness from 25 ft. 
to 30 ft. These seams have been correlated with the Morrissey section 
measured by Mr. McEvoy, and No. 1 seam probably corresponds 
with No. 63 of that section.* 

The north and south side coal are brought to the same tipple. 
It is of steel construction, 840 feet in length, and ext:nds across 
the valley of Coal creek. Faults are infrequently met with in mining 
the seams, but, where disturbances do occur, they are more in the 
form of small overlap folds than faults. 

Gas has been found in the mines and Wolf safety lamps are used 
exclusively. 


Biastinc MEtTHops.—Very little blasting is done in the coal and, 
where explosives are used, the shooting is done by battery and with 
the permitted explosives, Saxonite and Monobel. The tamping 
material used in stemming the holes is blue clay, which is sent into the 
mine. From the foregoing it can be seen that precautions are taken 
to prevent the ignition of gas by means of miners’ lamps or during 
' blasting operations. 


MetuHop oF Mininc.—The system of mining used is pillar-and- 
stall in the thick seams and longwall in the thin seams. Old No. 1, 
No. 1 South and No. 5 are worked by pillar-and-stall ; No. 9, No. 2 
and No. 3 are worked by longwall. 

In the pillar-and-stall workings, it has been the custom in the past 
to drive the rooms 12 ft. to 16 ft. wide and 300 ft. in length, and to 
leave room pillars 4o ft. to 50 ft. in width. It has been found that, 
owing to the great pressure exerted by the heavy weight of cover 
(2,000 ft.-2,500 ft.), that 40-ft. pillars will cause a “creep,” thus making 
it impossible to draw the pillars. 

The following is a report on ‘‘bumps’’ in the Crowsnest coal-field 
by W. F. Robertson, Provincial Mineralogist. 


“Bumps’’—WHaAT THEY ARE 
The term ‘bump’ is somewhat descriptive of the sensation pro- 
duced by their occurrence a certain distance away—a sudden jarring 


*Annual Report (New Series), Vol. XIII., 1900, Geological Survey of Canada. 
tAnnual Report of Minister of Mines, B.C., 1908. 
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of the mine, produced by the sudden giving away or cracking of the 

strata above or below the coal seam. | 
Cause, in No. 2 Mune. 

These ‘bumps’ are caused by a combination of conditions, 
which may be summarized as follows : 

The great pressure from overlying measures, upon the rigid and 
inflexible roof of the coal seam, the area of pillars of coal left 
to support which, being insufficient, causes undue pressure, which 
pressure being transmitted to the underlying ‘pavement,’ a com. 
paratively soft, carbonaceous shale, causes this shale to burst upwards 
in the openings made by the roadways, with the sudden liberation of 
gas contained in the shale. The shock so caused frequently jars down 
portions of the roof and slivers off portions of pillars of coal, with a 
probable further liberation of gas. 

LocaTion oF Mine.—No. 2 mine is the most extensively de- 
veloped mine on Coal creek and one of the first opened up, and it was 
here that the great explosion occurred in 1902, whereby many lives 
were lost. The general range of mountains in which the coal occurs 
runs north and south, on the east side of the Elk river, the coal out- 
cropping on the face of these hills, high up above the valley of the Elk 
_ river, the seams dipping to the eastward into the mountains. Coal 
creek, flowing from the east into Elk river, has cut a deep V-shaped 
valley into and at right angles to the mountain range. The develop- 
ment of the coal fields took place where the coal seams in their dip 
met the valley of Coal creek, permitting of adit levels or tunnels 
being driven north and south in from the creek valley on the coal 
seams, in the direction of their strike. The workings, when they 
started, had little overlying covering to cause pressure on the coal 
roof, but, as the work progressed into the hill, this cover rapidly in- 
creased, until, in No. 2 mine, the covering rocks are now from 2,000 
to 2,500 feet thick, representing a pressure on the roof seldom equalled 
in the history of coal mining. 

To add to the destructive effect of this pressure, the valley of 
Coal creek cutting across the measures leaves them supported at one 
end only, so to speak, like a beam supported at only one end; whereas 
in most of the deep mines elsewhere, the coal is reached by a shaft 
and the measures have support from both sides—like a beam supported 
at both ends. 

The result of the support of the measures being on one side only, 
is that the extraction of coal, starting from the creek or unsupported 
side of the measures, causes the measures to tend to slide towards 
that side, inducing a ‘creep’ and tendency to overthrow the pillars of 
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coal left for support of the roof, thus greatly increasing the destructive 
effect of the great roof pressure. 


‘Creep’ is less dangerous with large pillars than with small ones, 
but, unfortunately, the pillars left are unusually small. 


DESCRIPTION OF CoaL Measures.—The overlying measures con- 
sist of very hard sandstone, conglomerates and argillites, so tough 
and strong that they do not ‘cave’ and fill up the space where pillars 
are drawn over smaller areas. These measures are rigid and inflexible 
and press down as one solid mass upon the remaining pillars. 

Immediately overlying the coal seam there is, varying from one 
to three feet in thickness, a very hard shale—a false roof—which parts 
readily from the main roof above, and, while it is strong enough to 
stand in most instances with little or no timber, under sudden con- 
cussion, or in course of time, it is liable to fall in the roadways and 
openings and has been the cause of a number of serious minor accidents. 


The coal seam varies in thickness, say from six to twelve feet; 
the coal is strong and firm, as is shown by the pillars remaining intact, 
save where such pillars are small and have stood for considerable time. 


The ‘pavement’ or strata underlying the coal seam is a shale 
much softer and more friable than the overlying strata, containing 
much carbonaceous matter, and presumably carrying and harbouring 
considerable gas. 


EXTENT OF WorkiNnGs. Main Entry.—The workings of No. 2 
mine extend into the mountain for about 4,000 feet in a straight 
line from the tunnel mouth, and have an average width at right 
angles to this line of about 3,000 feet ; the workings therefore extend 
over an area of about 275 acres. 


The coal seam is not ina true plane—that is, the dip varies 
somewhat—and while some attempt has been made to keep the main 
entries straight, or nearly so, this has only been accomplished at the ex- 
pense of varying grades or of taking down roof and taking up pavement. 
This could scarcely be demanded in the subordinate levels and roadways, 
and these have more or less closely followed contour levels or grades. 
Consequently, these subordinate drivages are very crooked, causing 
the pillars left to be rather irregular in shape and size. 


While there was some excuse for these very irregular workings, 
they were admittedly not in accord with the best coal mining practice, 
which fact the company evidently recognized, as at about 2,800 
feet in on the Main entry, at No. 2 West level, a change of plan 
was adopted and subsequently levels were driven straight and the 
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workings therefrom set off with regularity and according to plan, 
leaving pillars larger than formerly and laid out with considerable 
regularity. This more regular work continued to the No. 5 West 
level and most of the pillars between No. 2 and No. 5 were thus able 
to be and were extracted—practically the only part of the mine where. 
this has been done except in an adjoining area, to the east of the High 
Line entry and worked from that entry. 

Inside of No. s West level the workings have been extended for 
some soo to 600 feet, and some ‘longwall’ work was carried on for a 
time, but afterwards abandoned for pillar-and-bord workings, which 
again assumed a very irregular form with little regard to any defined 
shape of pillar, although the pillars left were larger than formerly. 


High Line Entry.—The High Line entry is a practically 
level entry branching off the main entry, some too yards from the 
tunnel mouth, bearing to the westward and running on a contour 
line around the western edge of a local sag or basin in the coal 
seam. For about 3,000 feet in on this entry, viz., as far ‘as sNo: % 
East level, all the workings off this entry are exclusively to the right 
(west) side; for the remaining 2,000 feet the entry has been driven, the 
workings continue on the west, but levels have been run to the east, and 
these east workings join the workings to the west of the Main entry. 
To the west of the High Line entry the coal rises, sventually outerooping 
in a cross gully which flows into Coal creek. In consequence of this 
rise, and the configuration of the hill, the workings to the west of the 
High Line have a comparatively light and decreasing overburden, and 
no great difficulties have been met with in this section due to weight 
of overburden. The workings off to the east of the High Line, for 
the purposes of this report, might be considered as part of the workings 
off the Main entry, of which they really form a part, although the coal 
therefrom came out by the High Line entry. 


No. 3 Minz.—To the east of the Main entry the workings are 
to the dip, and are operated through two slopes, Nos. 1 and 2. No.1 
slope goes down to the dip from the surface, just outside of the Main 
entry, and was formerly considered a separate mine—No. 3 mine. 
The No. 1 slope workings have been conducted with greater regularity 
as to plan, and the pillars are more regular and larger, while at the 
same time they underlie the valley of Coal creek and have not as 
yet worked under the mountain to any extent, so, consequently, 
have not as yet met with excessive pressure from over-burden. 
These workings have not been troubled by ‘bumps’ or similar 
manifestations. No. 2 slope, or ‘Beaver’s Deeps,’ branches off the 
Main entry (at some 1,700 feet in) to the east, and towards the dip, 


COAL MINES OF BRITISH COLUMBIA 153 


for some 1,300 feet. From this slope workings have been pushed to 
the south for about 1,000 feet at the upper part of the slope and about 
600 feet at the bo tom of the slope. In the upper workings the pillars 
are small and irregular, but have as yet given no serious indication 
of weakness. In the lower of these workings the pillars are larger. 
All these workings are gett’ng under the mountain and are subject to 
heavy pressure, but have not as yet shown dangerous symptoms. 


PRESSURE ON PiLLars.—The pressure on the coal roof induced 
by an overburden of 2,000 feet in thickness would be about 160 tons 
per square foot, over the whole roof surface, and when pillars alone 
are left to support it, the weight is concentrated on to the area of 
these pillars. The pillars left standing represent, approximately, only 
50 per cent of original coal area, and, consequently, the pillars have 
to sustain about double the roof pressure, or about 320 tons per square 
foot. This they appear to have so far been able to do, but, as pillars 
deteriorate from exposure and other causes, they are gradually 
approaching the limit of endurance. 


‘Bumps’—LocaTION oF AREA AFFECTED 

There have been from eight to ten important ‘bumps’ in No. 2 
mine, and these seem to be increasing in violence as time goes on. 
Several years ago slight ‘bumps’ were reported, but they were un- 
important in effect, and it was not until June, 1906, that they were 
noted as dangerous. In January, 1907, the first ‘bump’ causing loss 
of life occurred; since then there have been three others, the last on 
July 31st, 1908, when 24 men were cut off and all would have been 
suffocated had it not been for a supply of fresh air supplied by a break in 
the compressed-air pipes, enabling 20 men to be saved. The report 
of this last ‘bump’ shows a great accumulation of gas to have been 
liberated, with a breaking down of return air overcasts and a complete 
blocking up of the Main entry for some 600 feet. 

The situation of the eight more serious ‘bumps’ are marked on the 
plan (not reproduced) by a red ink cross(x) and are lettered in order of se- 
quence. A reference to this plan will show that the area of disturbance in 
which all these ‘bumps’ have occurred is between the Main entry and 
the High Line entry and immediately surrounding and including the 
area from which the pillars have been extracted, an area of about 1,500 
by 1,000 feet, and this area stretches across from one entry to the 
other. These facts would indicate that the sagging of the roof over 
the area from which the pillars had been extracted caused an undue 
pressure on the immediately surrounding pillars, which, transmitted 
to the pavement, apparently caused it to burst upwards, with the 
liberation of gas and accompanying shock. There was apparently 
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no serious caving of overlying measures, that might fill up the space 
and relieve the pressure. The area of pillar extraction—some 2040 35 
acres—is situated in the centre of the mine workings and under an 
overburden of about 2,000 feet. In the present case the disturbances 
have, so far at least, been localised—whether they will spread to the 
rest of the workings, time only will show. I think there will be no 
sudden outburst, provided no further attempts are made to extract” 
pillars, from a central area which has stood for some time. If the 
extraction of pillars had been commenced within a r asonable time 
and from the outcrop, the roof might probably have subsided behind 
such workings quietly and no serious disturbances have taken place. 


ConcLusions ARRIVED AT 

The mines of this company have admittedly been opened up and 
carried on with little regard to any defined regularity of plan, and with 
more regard to the then present than to the future and the develop- 
ment of what must become very extensive mines. The imperative 
demand for coal during the earlier history of the mines caused the 
company to try to meet that demand from an insufficient mine 
development. The result was that the future of the mine was neg- 
lected, and it has now come toa pass where strenuous measures have 
to be adopted by the company to overcome the difficulties brought 
about by what seemed then to be expediency and to lay the founda- 
tion for extensive workings. The pillars left are so small and irregular, 
particularly in the earlier workings, and have been left standing so 
long, that it is a question if they can be now extracted with either 
safety or profit. While the presence of these pillars does not constitute 
a direct menace, the absence of sufficient barrier pillars to protect the 
roadway and airways renders it undesirable that extended workings 
be continued through them. 


The ‘bumps’ have occurred only in the immediate vicinity of 
an area where the pillars have been extracted, and it is highly probable 
that they will be confined to such locality, so that no extended 
danger is expected outside of this vicinity, provided no further extrac- 
tion of pillar; is undertaken in the old workings where he overburden 
iS excessive. The zone of danger from ‘bumps’ extends completely 
across the mine from Main entry to High Line entry, inside No. 1 
West level, Main, and No. 1 East level, High line. 


REGULATIONS RECOMMENDED 
In view of the foregoing, Mr. Robertson recommended: 
“ist. That the company be prohibited from continuing any 
of the present workings of No. 2 mine, lying between the Main 
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entry and the High Line entry inside of No. 1 West level, Main 
entry, and No. 1 East level, High Line, or of extracting pillars 
within this area of this mine. Such prohibition to include the Main 
entry and parallels inside of No. 1 West level. 

“ond. That such proscribed area may be enlarged, should it 
be found in course of time that serious ‘bumping’ or other disturb- 
ances have taken place beyond the present limits. 

“2rd. That future workings into the virgin coal field, lying inside 
of present workings of No. 2 mine, be not permitted to be made 
through the proscribed section of No. 2 mine. 

“ath. That a, solid barrier pillar, at least 300 feet thick, be 
maintained between any new workings in virgin field mentioned and 
the proscribed area. 

“eth. That, as far as possible the proscribed area be shut off 
from the remainder of No. 2 mine by substantial toppings and the 
return air from ventilation thereof be conveyed to main return airway 
by separate air return. 

“I might say that I believe the present general manager, Mr. 
J. D. Hurd to be in accord with the above proposals—in fact, he 
has already anticipated them and his new plans have been so made. 
The only necessity for the restrictions being legally placed wou'd be to 
guard aga nst a change of policy on the part of the company. 


PLANS FOR FUTURE WORKINGS PROPOSED BY PRESENT MANAGEMENT 

“The plan proposed by Mr. Hurd for the development and 
workings of the coal field lying inside of the present or No. 2 Mine 
consists in running two parallel drivages or slopes for a distance of 
from 2,600 to 3,000 feet into the virgin coal field, starting at a point 
in the lower Beaver’s Deeps workings. From the end of these 
drivages, levels and counters would be driven off in either direction. 
After leaving solid pillars of 300 feet on either side of drivages, goo- 
feet panels would be opened up towards the old workings, opened 
up for a distance of 1,000 feet above the levels by four inclines 300 
feet apart. From these inclines rooms would be set off, starting from 
the top of incline, to be immediately followed by the extraction of 
pillars in the upper rooms, simultaneously with the completion of the 
lower rooms. This extraction of pillars would continue to within 300 
feet of the level, when a 300-feet pillar would be left to protect the 
level. Between one panel and the next there would be left a solid 
pillar of 200 feet. 

“This proposed plan is, of course, dependent on the finding of 
suitable coal in the new field, and, therefore, for the present, the 


work being done is prospecting work only. 
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‘The roadway from the tunnel mouth to the beginning of the new 
drivages would be made through the old workings of Beaver’s Deeps, 
which, as yet, have shown no sign of weakness and will, in all proba- 
bility, be found safe. If not so found, it may be necessary to drive 
independent tunnels from Coal Creek valley to connect with the new 
drivages, possibly through an underlying seam. 

“T might say that Mr. Hurd has already started to establish this 
system of workings in all the company’s collieries. Properly carried 
out, the proposed system would seem to correct many of the troubles 
met with in these mines, and is a substantial guarantee that the com- 
pany is determined to abandon the—to a certain extent—make-shift 
policy which has been forced on it by circumstances, and to adopt a 
systematic plan of exploitation which will assure the safety of the mine 
and of the mine workers. 

“The cost of this change will be great, both in the outlay of 
money and the curtailment of production for the next year or two. 
Some future regulations may have to be made as to the height of 
these new drivages, so as to guarantee they would not be completely 
closed up by raising of the pavement. There is also some question 
as to whether the extraction of pillars from the panels, as planned by 
Mr. Hurd, might not induce ‘bumps’ as in the present case, and also 
whether it will be practicable to maintain such long single inclines in 
the panels; but the scheme given is only an outline and subject to 
variations as conditions demand.” 

This report shows, not only the danger to life arising out of the 
leaving in of pillars of insufficient size, but also the loss of so per cent 
of the coal in the pillars which could not be extracted. 


DESCRIPTION OF MINES 


In the following description®™ of the different mines free reference 
is made to Inspector Evan’s report :T 


No. 5 MINE. 

This mine is situated on the north side of the valley and is opened 
by means of three tunnels. The main tunnel isabout 4,200 ft. in length, 
and is practically on the same elevation as the tipple, 3,800 ft. distant. 
No. 1 and No. 2 slopes are driven to the dip from the main gee at 
1,550 ft. and 2,450 ft. respectively from the entrance. 

MetTHop oF Workinc.—The coal to the rise of the tunnel is 
worked from No. 4 south tunnel which is 2,300 ft. in length and 

* On account of a miners’ strike, the writer did not examine the underground 


workings of these mines. 
} Annual,Report of Minister of Mines, B.C., 1912. 


BEEHIVE COKE OVENS, CRowsNEsT Pass Coat Co., FERNIE, B.C, 
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350 ft. above the main tunnel; No. 19 and No. 21 inclines are driven 
to the rise from this tunnel about 1,040 ft. and 1,700 ft. respectively, 
from the entrance. The coal from this level is lowered over a 
gravity-plane 1,100 ft. in length to a point about one mile from the 
tipple. The coal is hauled to the tipple by means of steam locomotives. 
The seam varies from 8 ft. to 16 ft. in thickness and is worked 
on the pillar-and-room system. Levels are turned off the slopes 
and inclines 250 ft. apart. ‘The rooms are driven up the pitch 14 ft. 
wide. The room pillars vary from 4o ft. to 60 ft. in width, depending 
on the thickness of the seam and the nature of the roof. All rooms 
and levels are timbered with framed sets. | 
HavuLaGe.—Tail-rope and direct haulage are used on the inclines 
and slopes; haulage on the main levels is by compressed-air locomotives. 
VENTILATION.—The mine is ventilated by a belt-driven Chandler 
fay 16 tt.x4 {0.8 i., delivering 127,000 cu. ft. of ‘air per minute. 
The water gauge is 2.2 inches. The fan engine is 16 in.x18 in. 
Biastinc Metuops.—shot-firing is confined to a few places only. 
Shots are fired by battery, and permitted explosive only is used. 
Safety lamps are used exclusively underground. 


No. 9 MINE 


This mine is situated on the north side of the valley about 400 ft. 
distant from the tipple. The entrance is by two adit tunnels ; the 
main tunnel, 14% ft.x 7 ft. and 3,350 ft. in length, is used for haulage 
and the second tunnel, 12 ft. x 7 ft., serves for ventilation. The work- 
ings are carried from No. 3 incline which is driven to the rise from 
a point 2,920 ft. from the mouth of the tunnel. 

MetuHop oF Mininc.—The method of mining is longwall. Levels 
are turned from the incline 200 ft. apart, and gate roads are turned 
from the levels at 40 ft. centres. Cogs are set along the side of the 
roadways 4 ft. apart and packed with rock from the roof. 

VENTILATION.—The mine is ventilated by an 8 ft. x 16 ft. fan, 
delivering 54,o00 cu. ft. of air per minute. The water gauge is 1.2 
inches. | 

HAuLAGE.—The coal is conveyed from the bottom of the incline 
to the tipple by means of compressed-air locomotives. 

BLAsTING Metuops.—shot-firing is allowed in rock work but 
the shots are fired during the night shift. Wolf safety lamps are used 
exclusively underground. 


No. 1 Nortu MINE 
This mine is situated on the north side of the valley and at the 
elevation of about 300 ft. above the tipple. It is opened up by a 
tunnel 1,800 ft. in length. The coal from the main tunnel is lowered 
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over a gravity-plane 3,000 ft. from the tipple. The seam varies from 
8 ft. to 35 ft. in thickness but only the lower portion of the seam is 
worked. No. 2 and No. 3 inclines have been driven to the rise 1,000 
fGlapart, 

MetuHop oF Mininc.—The method of mining is pillar-and-stall. 
In No. 2 incline, rooms are turned off: the incline 60 ft. apart and 
cross-cuts are driven 60 ft. apart. In No. 3 incline district the 
rooms are driven 150 ft. apart and cross-cuts are driven 80 ft. apart. 

VENTILATION.—The mine is ventilated by a 5 ft. x 2 ft. fan, belt 
driven from a 25 h.p. electric motor and delivering 38,000 cu. ft. of air 
per minute. 

HauLaGe.—The cars are hauled from the face to the incline by 
means of horses and are lowered down the inclines by tail-rope system. 

BuiastING MetuHops.—shot-firing is confined to No. 2 incline 
district. Gas has been found in the mine and Wolf safety lamps are 
used exclusively underground. 

No. 1 SoutH MINE 

This mine is situated 2,500 ft. south-west of the tipple and 250 
ft. vertically above it. The entrance is by means of twoadit tunnels, 
about 1,800 ft. in length, driven on the strike of the seam. The 
main incline, 900 ft. in length, is driven to the rise of the main tunnel 
from a point 1,300 ft. from the entrance. 

The seam averages 30 ft. thick but 10 ft. of the upper portion of the 
seam only is worked. 

Metuop oF Mininc.—The system of mining is pillar-and-room. 
Rooms are turned off the incline 150 ft. apart ; crosscuts are driven 
trom Oorrts:to aso it apart: 

VENTILATION.—The mine is ventilated by a 5 ft. x 2 ft. fan, belt 
driven from a 25 h.p. electric motor and delivering 22,500 cu. ft. of 
air per minute. 

HAuLaGE.—The cars on the incline are lowered to the main tunnel 
by tail-rope haulage, and conveyed to the mouth of the tunnel by 
horse haulage, thence lowered by gravity-plane to the main tram- 
road from where they are hauled to the tipple by electric loco- 
motives. 

Shot firing is prohibited in this mine and Wolf safety lamps are 
used exclusively underground. 

No. 2 MINE 

This mine is situated immediately at the south end of the 
tipple. The workings are in two districts—No. 1 or High Line district 
and No. 2 or Rock Tunnel district. 
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In No. 1 district the workings are in the upper part of the incline 
which has been driven up the pitch of the seam from a point 1,400 
ft. from the entrance of the tunnel. In No. 2 district the workings 
are from a slant which was driven from the tunnel at a point 1,450 
ft. from the entrance. 

MetHop oF Mininc.—The seam varies from 7 ft. to 25 ft. in 
thickness and the method of mining used in both districts is pillar- 
and-room. 


VENTILATION.—The mine is ventilated by a 16 ft.x 8ft. fan 
having a capacity of 130,000 cu. ft. of air per minute against a 3-in. 
water gauge. 

Shot-firing is confined to the upper part of No. 1 district, and 
Wolf safety lamps are used exclusively underground. 


No. 3 MINE 
This mine is situated about too ft. east of No. 2 mine tunnel ; 
the entrance is by means of a slope 2,250 ft. in length, driven on the 
pitch of the seam. At a point on the slope about 1,450 ft. from the en- 
trance, No. 2 south level has been driven for a distance of 1,950 ft. 


MetHop oF MInInNG.—The coal seam is the same as that 
worked at No. 2 mine; it is of good quality and from 3 ft. to 4 ft. 
thick. The system of mining is longwall. Levels are turned off on 
both sides of. the slope, 200 ft. apart. About 12s ft. from the slope, 
slants are driven. half across the pitch from the levels. Gate roads are 
driven off the slants at 4o ft. centres. Cogs are set along the side of 
the roads 4 ft. apart, and the gob is filled and packed from the floor- 
brushings. | 

VENTILATION.—The mine is ventilated by a 16 ft. by 8 ft. Wil- 
son fan, belt driven from a 16 in. by 18 in. steam engine, and deliver- 
ing 132,400 cu. ft. of air per minute, with 1.9 in. water gauge. This 
fan also ventilates No. 1 East Mine. 


HauLAGE.— The coal is hoisted to the levels by means of air 
hoists and conveyed to the slope by means of horse haulage, whence 
it is raised to the surface by means of an electric hoist. 

Shot-firing is carried on in this mine and Wolf safety lamps are 
used exclusively underground. 


No. 1 East MINE 
This is a comparatively new mine and is situated 800 ft. to the 
east of the tipple. The entrance is by means of a rock cross-cut 
tunnel, 18 ft. by 8 ft. and 215 ft. in length. The mine is develop- 
ed by a pair of entries 1,800 ft. in length driven to the south. A 
diagonal entry 1,500 ft. in length and a main dip are now being driven. 
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Metuop oF Muintnc.—The system of mining is pillar-and-stall; 
the rooms and cross-cuts are arranged so as to leave pillars 150 ft. by 


2001 

VENTILATION.—The mine is ventilated by the same fan as ven- 
tilates No. 3 mine. The main return airway is a rock tunnel driven 
from No. 2 dip entry. 


HAuLAGE.—The haulage from the main dip is by a 75 h.p. electric 
hoist. The cars from the mine are lowered to the tipple by means 
of a gravity-plane 800 ft. in length. 

Portions of the mine are wet and shot-firing is carried on in some 
places. Wolf safety lamps are used exclusively underground. 


In timbering the mines, three lineal feet of props are used per ton 
of coal mined, Owing to the great pressure that it has to withstand, it 
is necessary to use a good grade of timber. 

Green timbers are used for stringers, but any timber may be used 
for ordinary posts. Owing to some of the forests being burned by the 
Fernie fire, the price of timber has increased twenty-five per cent. 


TippLeE.—The coal from the different mines is screened on the 
same tipple. The tipple is of steel construction’ 840 ft. in. length, 
and is equipped with two sets of double tracks and rotary dumps ; 
one set being used for the north side coal and one set for south side 
coal. The tipple is also equipped with the necessary screens and 
picking belts for sizing and cleaning the coal. 

The following diagram shows the method of screening and loading 
the coal : 


Rotary dump 
Feed belt 


Shaking screen, 
1-in. opening 


as 5 
Slack coal belt Picking table 
36-in. wide _ 5 ft. wide by 80 ft. long 
Coal bunker Gravity car loader 
Ry. car (coke ovens) Ry. car Reet 


All the fine coal which passes through a one-inch screen is shipped 
to Fernie, where it is converted into coke in beehive ovens. An ex- 
traction of about 65 per cent of coke (by weight) is obtained, but, as 


COAL MINES OF BRITISH COLUMBIA 161 


the ovens are not of the by-product type, the gas, tar and ammonia 
are wasted. 
PowER PiLant.—The main battery of boilers consists of : 
Seven iso-h.p. return tubular boilers 
Five 112-h.p. Mumford boilers 
One t1o0o-h.p. water-tube boiler. 
Mine EguipMENT.—The following air compressors are used to 
furnish power for locomotive haulage, pumping and hoisting : 
One four-stage cross-compound Corliss condensing air compressor, 
capacity 1,750 cu. ft. of air per minute. 


The following table gives the sizes of cylinders and the pressures 
used : 


DIAMETER OF CYLINDER LENGTH OF STROKE GAUGE PRESSURE 


High-pressure—steam.............. A, ea: 36 in. 100 pounds per sq.in. 
Low-pressure—steam............... Pr Sale 36 “ 15 ‘6 ok 
Pirsh. stage—Air 7), 0 a ei esau 3 Daren i Bons 25 6 cE bE 
Second stage—Air................. 1 Plashig son" 100 é Te 
PP DITACRL Age HAIG socio os Gis ahs ata 10144 “ 36 “ 350 is ies trek 
Fourth stage—Air................. 5% “ Geis 1200 a So tascepse 


One two-stage cross-compound Corliss condensing air compressor, 
compressing to 80 pounds per sq. in.; capacity 3,500 cu. ft. per minute. 
Steam cylinders, 24 in. and 36 in. by 48-in. stroke; air cylinders, 36 in. 
and 24 in. by 48-in. stroke. One duplex steam and compound air 
compressor compressing air to 80 pounds per sq. in.; capacity 1,300 
cu. ft. of air per minute. 

The electric machinery consists of two steam engines, size of 
cylinders 20 in. by 20-in. stroke, belted to four 1oo0-k.w. (250 v.) direct 
current generators. 


LocomMoTives.—The following air locomotives are used for under- 
ground haulage : | 

Two duplex air locomotives ; size of cylinders 6 in. by 10-in. stroke. 

One duplex air locomotive ; size of cylinders 8 in. by 14-in. stroke. 

One compound air locomotive, size of cylinders, 5% and ro in. 
by 12-in. stroke. 

Thirteen air hoists are also used for underground haulage. 

The following steam locomotives are used for outside haulage 
between No. 5 and No. 1 mines and the tipple : 


One duplex steam locomotive, size of cylinders 14 in. by 18-in. 
stroke. 

One duplex steam locomotive, size of cylinders 10 in. by 12-in. 
stroke. 
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One 60-h.p. electric locomotive is used for haulage between No. 1 


South mine and the tipple. 


Two 60-h.p. electric hoists are used for hoisting coal from No. 1 


and No. 3 mines. 


In addition to the foregoing, the mine plant is also equipped with 
the necessary machine shops for doing ordinary mine-repair work. 


The tipple has a capacity for handling an output of 6,000 tons 


—a 


é¢ 


per day, but the actual daily output is about 2,500 tons. The following 
are the official returns of output for the year 1912: . 
COAL CREEK COLLIERIES, 1912* 
SALES AND OUTPUT FOR YEAR Coa CoKE 
(Tons of 2,240 Ibs.) Tons Tons Tons Tons 
Sold for consumption in Canada........ 56,294) i. ives TO7AIS eateries 
‘* ‘export to Umited States... .«. 0... BOE, OOS all eeen sf AT OB 24-04 aes 
‘ to'other countiies....75 yy! Sete, ees Diet) Min seer eee 
DOG pales Maik t., Beane. Cetera sh ata e anes ASO GO 2 ile vn aah 149,370 
Useddintmakine coke. Oi aac) ae, tale D2 BBB aici eo lliste A al Neate 
under colliery boilers, etc......... BODO, adtaanae Of ie ud eee een ae 
Total:for colliery Ase wa. tienen oe ee 256,900" li ou OR ete 
696,852 
Stocks on hand, first of year)... Gs... jb FL Bia ae 446] ....... 
So ELS ASE OL SV CALA Unie wee LOB ae, Soe oo eee tl alae 
Difference added to stock) during year: :)°) 0... 25. WAN = =a 446 
Output of collieries for year......) ...... 696,844.04) oi%. 


NuMBER oF Hanps EMPLOYED, INCLUDING FERNIE COKE-OVENS 


Character of Labour 


Supervision and clerical assistance....... 


Whites Miners): 2 4ie. 6 ee ea 
Miners) helpers: . 46:5) 34 ee 
Labourers. secre ae ee ee 


UNDER- 
GROUND 


ABOVE 


GROUND 


| TOTALS 
ee 
ener ean Er OR nel oan ts pre 
Mee Pe Ps 


No. employed|No. employed No. employed 


44 
493 
257 
468 
31 


1,293 


*Annual Report of Minister of Mines of British Columbia, 1912. 
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MiIcHEL COLLIERIES 


The Michel coal-field is situated in the northern portion of the 
Crowsnest coal-field. The measures are exposed along the valley of 
Michel creek, which cuts across the*coal-field. The colliery is situated 
at Michel, a station on the Canadian Pacific railway. 


Seams have been worked on both sides of Michel Creek valley 
by the Crowsnest Pass Coal Company. The following mines are in 
operation : 


DOUTH SIDE-— 


No. 3 Mine. This is the upper seam and the coal varies in 
thickness from 7 ft. to 14 ft. 


No. 4 Mine. This seam is situated 80 ft. below No. 3 and 
averages about 12 ft. in thickness. 


No. 5 Mine. This seam is situated about 150 ft. below No. 4 
and averages 7 ft. in thickness. 


NortH SIpE.— 


No. 8 Mine. This is the upper seam on the south side, but 
its position has not been correlated with the north side coal seams. 
It varies from to ft. to 12 ft. in thickness. 

No. 7 Ming. This seam is situated about 80 ft. below No. 8 
seam and is about 6 ft. in thickness. 


The general dip of the seams at Michel is about 18° to the 
south. The seams are often broken by faults, and rolls are frequently 
encountered in the workings. 


The coal on the south side of the valley has been opened up by 
means of a crosscut tunnel, 1200 ft. in length, which cuts Nos. 3,4and 
5 seams in the order named. 


As the coal-seams dip at an angle of about 18° to the south, all 
the coal on this side of the valley has to be hauled up the slopes by 
hoist. It is hauled from the face to the bottom of the slopes by 
horse. Horse haulage is also used in the main crosscut tunnel, but the 
Company intend to install an endless-rope system of haulage in the 
main tunnel. 


No. 5 MINE 


METHOD oF Mrininc.—This seam averages 7 ft. in thickness and 
is worked by pillar-and-stall method. The main entries are driven 
12 ft. wide and the side entries ro ft. wide. The rooms are 16 ft. 
wide and vary from 250 to 300 ft. in length. The room pillars are so 
ft.in width. Very few pillars have been drawn. 
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Gas has been found in the mine and Wolf safety lamps are used 
exclusively underground. 


Some blasting is done in the first west level. No. 6 detonators 
and electric battery are used for firing the shots. 


VENTILATION.—The mine is ventilated by means of a 10 ft. x 4 ft. 
fan. There are two air splits in the ventilation system : West side | 
split, 23,000 cu. ft. of air per minute ; East side split 42,600 cu. ft. 
of air per minute. 


No. 4 MINE 


This seam averages about 11 ft. in thickness, but, owing to a 
shale parting, 3 ft. of top coal is left in. This seam is worked by pillar- 
_and-stall methods similar to those used in No. 5. 


No. 3 MINE 


Metuop oF Mininc.—In this mine, which is the third seam 
reached by the crosscut tunnel, theecoal varies from 6 ft. to 14 ft. in 
thickness. The seam was formerly worked by pillar-and-stall, and 
after experimenting with the longwall method for a time has been 
changed to pillar-and-stall. . No blasting is carried on and Wolf 
safety lamps are used underground. 


VENTILATION.—No. 3 and No. 4 mines are ventilated by a Guibal 
fan, 16 ft. by 8 ft., situated at the outlet of No. 4. The total 
quantity of air delivered is about 117,000 cu. ft. per minute, with a © 
water gauge of 2.5in. The air is divided into three splits, two of which 
ventilate No. 3 mine and one ventilates No. 4. The distribution of the 
air is as follows: 


No. 3 mine, East side split—41,600 cu. ft. per minute 


66 ée ée 


West side split—37,200 


a3 sé ¢é 


The mine makes gas from the roof and coal. The percentage of 
gas in the return air from No. 3 and No. 4 mines is one per cent and 
one and one-half per cent, respectively. 


No. 8 MINE 


Meruop or Mininc.—This mine is situated on the north side of 
the valley and is opened up by adit level. The seam varies from ro 
ft. to 12 ft. in thickness and is worked by pillar-and-stall method. 
All the workings are to the rise. The stalls are driven to the rise 16 ft. 
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wide, and the pillars left are 50 ft. in width. The coal is lowered to 
the bottom of the inclines by means of compressed-air hoists, which 
also haul up the empty cars. From the inclines the coal is hauled to the 
tipple by means of compressed-air locomotives. 


The use of explosives in coal is confined to the west side of No. 3 
incline, and is done at night only. This district is near the outcrop 
and is very damp. The explosive used is Monobel with electric 
detonators. 


VENTILATION.—Ventilation is produced by a Walker rope-driven 
fan, 20 ft. x 7% ft., driven by a 13 in. and 23 in. by 30 in. tandem 
compound condensing engine. The quantity of air produced is 180,000 
cu. ft. per minute at 138 r.p.m. with a 4 in. water gauge. This fan 
is used to ventilate No. 7 and No. 8 mines. 


There are three splits in the ventilation system, the quantity of 
air being distributed as follows: Slope district, 28,800 cu. ft. per 
minute ; No. 17 chute district, 14,400 cu. ft. per minute ; No. 3 incline 
district, 15,000 cu. ft. per minute. | 


The mine makes gas from the roof and:coal, the gas in the return 
air-way averaging about 2 per cent. It has been on fire and has been 
sealed since May, rort. } 


No, 7 MINE 


MetTHop oF Mininc.—This mine is opened up by a crosscut 
tunnel driven from a point in No. 8 mine about 2,000 ft. from the 
portal. The seam, averaging about 6 ft. in thickness, is worked by 
_the single stall method. Levels are driven east and west on the strike 
of the seam from which inclines 500 ft. apart are driven to the rise. 
Stalls 16 feet wide are opened off the inclines and driven parallel to 
the levels, leaving pillars 30 ft. in width. As soon as the stalls have 
been driven, the pillars are drawn and the roof allowed to settle. Fifty 
per cent of the timber is recovered and used again. 


The haulage in this seam is similar to that in use in No. 8 mine. 


Very little powder is used and the blasting in coal is confined to 
the west side and to the new slope on the east side. 


VENTILATION.—The mine is ventilated by the same fan as is used 
in No. 8 mine. There are two splits in the ventilation system: East 
side split, 10,400 cu. ft. a minute for 35 men and 2 horses ; West side 
split, 7,000 cu. ft. per minute for 32 men and 2 horses. 
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Ourput.—The Michel colliery has a capacity of 6,000 tons per 
day, but the actual average output is about 2,000 tons. The following 
are the official returns for the year rg12: 


MICHEL COLLIERIES, 1912 


Sates AND OuTpuT FOR YEAR CoaL CoxKE 


(Tons of 2,240 Ibs.) Tons Tons Tons 


Sold for consumption in Canada............| 11,200] ...... G1 V2: Siciecoere 
“ “ export to United States............| 119,092] ...... B SOD Es where ou 
ean ‘67 -to- other Countries. 5220. et N aoa es Pe ol RA ae Ns Mk oc 


Total BAGG £3 ohe tie Orne el ome eee nee eee 

Used in making cokes. 2 202 ie sarees 102,961 

‘‘ under colliery boilers, etc............. 19,971 

Total for colliery Use: <7 2... sce ole ieteteeyess 
Stocks on hand first of year..........---06- 
Cy Roa WARE OL VEAL cbt es Soda aces 

Difference added to stock during year.......| ...... 


Output of colliery for year...........| ....- 2 


Character of Labour 


ites—“Miiners 3.3 oo gon a Neel oo bes 
Miners’ helpers.............. 
Pabourers ono oho Paes dy 3 
Mechanics and skilled labourers* 

BOVS is he eee ers 
DADANIORS 6510 F ke a sees cree aeehe rary ale cette 
CHnese honk Bae Oe Pr ea eRe 
Tian 020 8 akc ied See tee ee elena 


TippLe—The coal from the north and south sides is conveyed 
to a common tipple. The tipple is of steel construction 664 ft. long, 
14 ft. wide, and extends across Michel Creek valley. 

*Nore.—Mechanics and skilled labour include: Underground—drivers, 
motormen, rope-riders, hoistmen, trackmen, bratticemen, timbermen, pumpmen, 


fanmen, and carpenters Above ground—lampmen, weighmaster, tipplemen, fire- 
men, machinists, carpenters, blacksmiths, engineers, and electric-plant, and plumbers. 
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The cars from No. 3, No. 4 and No. 5 mines enter a cradle on 
the south side of the tipple and are conveyed by car-haul to a rotary 
self-dumping device. After the coal has been discharged, the empties 
return to the mine entrance by an overhead track. 


The loaded cars from No. 7 and No. 8 mines are conveyed to 
the tipple by air locomotives and dumped by means of a Green’s 
patent dump, the empties returning to the north side by a track situ- 
ated below the level of the main tunnel. The empty-car track joins 
the loaded-car track at a point 300 ft. from the portal. The coal 
is first screened on 1 in., 2 in., or 3 in. shaking screens and the impuri- 
ties picked out on a picking table. The fines are conveyed by belt- 
conveyer to the coke-oven bins. The screened coal is loaded into box 
cars, by Smith gravity box-car loaders or into gondolas. 


PowER PLant.—The power plant consists of the following : 
Boilers on north side—Three 105-h.p. return tubular boilers 
“— “ south side—Eight.105-h.p. ‘' . : 
Three 131-h.p. locomotive-type boilers 
Total horse-power in boilers—z548. 
Electric generators—Two 250 k.w. direct current generators. 


AIR CoMPRESSORS—One cross-compound Corliss condensing air 
compressor, compressing air to a gauge pressure of roo lbs. per sq. in.: 
capacity, 3,500 cu. ft. of free air per minute. The sizes of the steam 
and air cylinders are as follows : 


STEAM CYLINDERS AIR CYLINDERS 
High-pressure—26 x 48 in. 22 X 48 in. 
Low-pressure—45 x 48 ‘“‘ 2X ABN 


One cross-compound Corliss condensing air compressor, capacity, 
4,500 cu. ft. of free air per minute. Size of steam cylinders—z2 in. 
and 40 in. by 48 in. stroke; air cylinders—22 in.and 36 in. by 48 in. stroke. 
These compressors are used to furnish power for mine haulage and 
other purposes. 


One four-stage cross-compound Corliss condensing air com- 
pressor is used to furnish power for high-pressure locomotive haulage ; 
capacity, 1,450 cu. ft. of free air per minute; gauge pressure, 
1,200 lbs. per sq. inch. The sizes of the cylinders are as follows : 

Steam cylinders —18 in. and 34 in. by 36 in. stroke 

Air cylinders—First stage, 22 in. by 36-in. stroke 

ECON na Deporte 1A 2 
Third a9 104% 6 66 66 ‘sé 
Fourth é¢ 5% 66 a3 éé¢ é¢ 
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Srpam ENGINES—Iwo tandem compound condensing slide-valve 
engines, size of cylinders x9 in. and 32 in. by 22-in. stroke, and 18 in. 
and 31 in. by 24-in. stroke. Each engine is direct-coupled to a 2 50-k.w. 
generator. _ 

Five air locomotives are used for haulage in No. 7 and No. 8 mines. 

CompresseD Air Horsts.—TIwo Jenckes hoists, 12 in. x 15 in. 
stroke, and two Ledgerwood hoists, 1234 in. x 15 in. stroke, are used for 
haulage in No. 3, No. 4 and No. 5 mines. 

One Ledgerwood hoist 124 in.x 15 in. stroke and one Jenckes 
hoist, 12 in. x 1s in. stroke, are used for haulage in No. 7 mine. One 
Ledgerwood hoist, 1234 in.x 15 in. stroke, and six Sampson hoists, 
6 in. x 8 in. stroke, are used for haulage in No. 8 mine. 

CokE Ovens.—All the slack coal is coked in beehive coke ovens. 
The plant consists of 480 five-ton ovens. In 1910, 147,134 tons of coal 
were converted into 94,356 tons of coke; in 1911, 70,351 tons of coke 
were produced. 

Mining, like other industries, is a commercial enterprise and unless 
the timber can be had at a reasonable price, the operators will be forced 
to use inferior timber and in this way endanger life. and also obtain 
a lower extraction of coal from the mines. When one considers that 
the coal content of this field has been estimated at over twenty-two 
and one-half billion tons, it can be seen what enormous quantities of 
timber will be required for mining purposes. The natural remedy 
is to protect the forests from forest fires and to encourage the reproduc- 
tion of the ‘“‘second growth”’ over burned areas. 


NICOLA VALLEY COAL-FIELD 
Diamond Vale Coal Company 


This company’s property is situated about one mile above Merritt, 
a town on the Nicola Valley branch of the Canadian Pacific railway. 

Three seams have been prospected on the property. The upper 
seam is 4 ft. 6 in. in thickness and is separated from the next— 
—No. 3—by 150 ft. of measures. The other seam, 13 ft., in 
thickness, was prospected by a bore-hole drilled one mile north- 
east of No. 3 mine, the coal being encountered at a depth of 600 ft. 
No. 3 seam outcrops on the hill just above the mine spur track from 
Merritt. A slope, 425 ft. long, has been driven on the dip of the seam, 
which is 37° at this point. East and west levels have been driven at 
right angles to the main slope at distances of 300 ft. and 400 ft. from 
the surface, respectively. The east level is 600 ft. in length and the 
west level 4oo ft. 

Mertuop or Mininc.—The system of mining is double-stall. 
Chutes are driven up the pitch with pillars 36 ft. wide in between. 
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Thirty feet above the level two rooms 18 ft. wide are opened off be- 
tween a pair of chutes and driven to the surface. Pillars 36 ft. wide 
are left between the double stalls. No pillars have been removed 
and an extraction of about 45 per cent has been obtained. 

VENTILATION.—The mine is ventilated by means of a fan deliver- 
ing 8,000 cu. ft. of air per minute. The air is taken down the main 
slope and passes along the west level and up the stalls and is carried 
across to the east level by an overcast, through the rooms on the east 
side, to the return airway. 

Gas has been foundin the mine and safety lamps only are used. 

The mine has a capacity of 50 tons of coal per shift, but the actual 
average is 30 tons per day. In ror2 thirty men were Sloat under- 
ground and fourteen above ground. | 

In timbering, one lineal foot of props is used per ton of coal mined. 

Buiastinc MetHops.*—The coal is undermined by hand and the 
shooting is done by means of fuse and thirty per cent dynamite. Very 
little shooting is done in the coal. 

Mine EQuipMENT.—The surface plant consists of a wooden tipple, 
but all the output is shipped as run-of-mine. 

The power plant consists of a 30-h.p. boiler and a small second 
motion hoist used for hoisting the coal out of the slope. 


Inland Coal and Coke Company 

This property is situated on a hill about a mile south-west of No. 1 
Mine tipple, Middlesboro colliery. Four seams of coal have been found. 

No. 1 seam, about 4 ft. thick, has been prospected by a slope 
300 ft. in length. No. 2 seam, about 6 ft. thick, has been prospected 
by a slope 500 ft. in length ; No. 3 seam, 1o ft. thick, has been dev- 
eloped by a slope 600 ft. in length; No. 4 seam, 14 ft. thick, has not 
been thoroughly prospected. 

They have a dip of 30° to the south. The lowest seam, No. 3, 
has been more extensively developed than the others. Levels have 
been driven from this slope with a bearing N. 50° W. 

MeEtHop or Mininc.—The method of mining is to drive chutes, 
24 {t. wide, up the pitch from the levels. Pillars, 50 ft. wide, are left, 
between the chutes. The roof is a good, hard sandstone. The coal is 
loaded into cars at the chutes and trammed on the main level by 
pushers. The cars are hoisted to the surface. by means of a second mo- 
tion hoist, size of cylinders, 8in.x 10 in. The coal is lowered from 
the mine to the tipple by means of a gravity plane 1760 ft. in length. 
The: tipple is connected with the Canadian Pacific railway by means 
of a spur 1 mile long. 


*Since an explosion which occurred in March, 1912, blasting is permitted only 
in rock work. 
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Nicola Valley Coal and Coke Company 

This company is operating five mines, Nos. 1, 2, 3, 4 and 5, all of 
them being situated near the town of Middlesboro. Nos. 1, 4 and 5 
are situated on the west side of the valley, about half a mile distant 
from No. 2 and No. 3 mines. The two groups of mines are equipped 
with separate tipples but are connected by a common spur line which 
joins the Canadian Pacific railway near the town of Merritt. 

The coal seams of the two groups have not been correlated with 
one another, but the following table shows the thickness of the seams. 


East group West group Inland Coal & Coke Co. 
No. 2 Mine seam, 4ft. 8in. No. 4 Mine seam—14 ft. No.1, seam— 4 ft. 
Noe) is OeeO At? Bint NODA) fe Bue No. 2 ch : 
7 NG. ke i es Ae NG: 2 en 
| No. 4 8 14 “ 


No. 1 Mine* 

Metuop or Mininc.—This mine is opened up by a main level, 
1,700 ft. in length, driven with the measures. The seam is 18 ft. in 
thickness. ‘The dip varies from 20° to 38° to the south. 

About 190 ft. from the portal, No. 1 slope has been driven down the 
pitch for a distance of 480 ft. There are very few workings on this 
slope. 

About 530 ft. from the portal old No. 1 slope enters the main 
level. Above this, to the rise, the coal has been worked extensively 
and the removal of too much coal from the pillars has resulted in a 
‘squeeze’? on the level and air-ways, necessitating re-timbering a 
portion of the mine. , 

About 820 ft. from the portal, No. 2 slope has been driven for a 
distance of 575 ft. and the coal mined on both sides of the slope by 
bord-and-pillar system. The bords are 16 ft. wide and the pillars 
40 ft. by 50 ft. 7 

Gas has only been found in the roof and mixed lights are used. In 
timbering, four lineal feet of props are used per ton of coal mined. 

The coal is mined and picked down at the face. Thirty per cent 
dynamite is used in coal and 40 per cent dynamite for brushing the 
roof or floor. 

The mine is ventilated by means of a 2 ft. x 5 ft. fan delivering 
25,000 cu. ft. of air per minute. 

Mine Eourpment.—The coal is hauled to the tipple by horses. A 
Stuart washer, capacity 45 tons per hour, is constructed near the tipple. 
The method of washing and screening the coal is as follows : The 


* This mine was closed down on account of fires which broke out on March 
22nd, 1912. 
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coal is first screened over a shaking screen, 32 ft. long, with 2-in. per- 
forations. The oversize goes to the lump-coal bin and the undersize 
to a Stuart washer. The washed coal is then passed to a flushing tank 
with °/gin. perforations. The slack coal passes to a settling tank and 
thence to the slack coal bins. The oversize is screened over a 34-in. 
screen and the nut and pea coal conveyed to their respective bins. 
The washery is arranged with by-passes so that the different 
sizes of washed and screened coal may be mixed together. The tipple 
and washery will be able to handle the outputs from Nos. 1, 4 and 5 
mines direct. The coal from No. 2 and No. 3 can be delivered to it 
by rail. 
No. 4 MINE 

Meruop or Mininc.—The entrance to this mine is by slope 
situated 310 ft. above the entrance of No. 1 mine. The seam has a 
thickness of 14 ft. and dips 25° to the south. The main slope, on encoun- 
tering a fault at about 525 ft. from the portal, was continued down the 
dip at an angle of about 30° to the east of its former direction. The 
main slope is 1,200 ft. in length. The present practice is to drive the 
rooms as levels off the main slope every 80 ft. The room width is 16 ft. 
and crosscuts are driven between the rooms, forming pillars 60 ft. by 80 ft. 

Gas is seldom found but safety lamps are used underground. 

The coal is undercut by hand and the blasting is done by means of 
Monobel powder fired by electric detonators. Forty per cent 
dynamite is used in rock work and for brushing the roof and floor. 
The tamping material is clay and dirt dug in the mine. 

Output.—The mine has a capacity of 600 tons per day, but the 
actual average is about 350 tons. It is worked by three shifts and 
there are 105 men employed underground and 4 above ground. 

The coal was delivered to the tipple level by means of a long chute, 
which broke up the coal and increased the percentage Of, Slackaan bo 
obviate this, the company has driven a rock crosscut tunnel from No. 5 
mine to cut No. 4 mine seam some distance down the dip. 

VENTILATION.—The mine is ventilated by means of a small 
Sheldon fan. There are two splits in the ventilation system ; the main 
slope is the intake airway and the air is split at about 725 ft. from the 
portal. One split ventilates the bottom of the slope and the east side 
workings and returning to the fan by an overcast over the main slope ; 
the other ventilates the west side. 


No. 5 MINE 
MetHop oF MINrING.—The entrance to this mine is on the same 


level as No. 1 and situated a short distance from it. No. 5 seamis 5 ft. 
thick and overlies No. 1 seam, 80 ft. of strata separating them. It is 
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opened up by a main level, 1,600 ft. in length and rooms have been turn- 
ed off the level to the rise. A rock tunnel, driven from the main level 
to cut No. 4 seam, is used as a main haulage road for the two mines. 
No. 1 dip is 164 ft. long and branches off the main level at about 
620 ft. from the portal. No. 2 dip is about roo ft. long and branches 
off the main level at 1,400 ft. from the portal. Ordinary rooms have 
been opened off the counter level and driven to the rise. 
~The mine is ventilated by a fan 38 in. x 18 in. delivering about 
8,soo cu. ft. of air per minute. 


No. 2 MINE 


This mine is situated about half mile east of No. 1. It is opened 
up by a main level, 1,750 ft. in length and a slope 1,200 ft. in length. 
The level and slope are connected at the portal. 

The coal to the rise of the tunnel has been worked out. Between 
the slope and the main level it has been worked by levels to the right 
of the slope. No. 7 level is connected with the slope 750 ft. from the 
portal and extends parallel to the main level for a distance of 1,700 ft. 
From No. 7 to the rise the coal has been worked by means of chutes 
and crosscuts. The seam is about 5 ft. thick and dips 20° to the 
northeast. | 

The roof is a hard sandstone which stands well. The practice is to 
drive the stalls 40 ft. wide and to pack the sides with dirt and rock to 
keep the roof up. Crosscuts are driven connecting the stalls every 
40 ft. to so ft. The pillars vary in width from 20 ft. to 4o ft. | 


No. 3. MINE 


No. 3 mine seam is situated about 150 ft. below No. 2, to 
which it is connected at No. 4 chute main level by a rock tunnel 328 ft. 
long. The seam is 214 ft. thick and of good quality. This mine is 
opened up by a level about 1,000 ft. in length. 


VANCOUVER ISLAND COAL FIELD 
Western Fuel Company 


This Company owns the mineral rights under 43,000 acres of land 
in the vicinity of Nanaimo. Of this area, 17,000 acres have been proved 
to contain coal, and the Company estimates the tonnage at 
100,000,000 tons. | i 

There are, at present, two mines in operation, No. 1 Shaft and 
Northfield Mine. The Company are sinking a new shaft, 1,000 ft. 
deep, at the mouth of Nanaimo river. Another new mine is also being 
opened up near Chase river by a slope driven from the outcrop of 
the Douglas seam. | 


Pit-HEAD, No. 1 SHAFT, WESTERN Fue Co., Nanaimo, B.C. 


Pir-HEap, NortHFIELD Mine, WeEsTERN Fue. Co., Nanaimo, B.C. 


COAL MINES OF BRITISH COLUMBIA 173 


No. + MINE 


Meruop or Mininc.—This mine is opened up by a shaft 18 
ft. in diameter and 640 ft. deep. The workings are under the 
waters of Nanaimo harbour, and beneath the surface of Protection and 
Newcastle islands. The workings from a shaft, 850 ft. deep, sunk on 
Protection island, connect with No. 1 mine workings and, since both | 
these mines are ventilated in places by the same fan and ventilating 
system, they may be regarded as the same mine. 


No. 1 shaft is used, almost entirely, as the working shaft, while 
the Protection Island shaft is used for lowering and hoisting the miners. 
The underground workings are very extensive, extending from face to 
face, for about six miles. The principal development entries are : 
No. 1 north level, No. 1 slope, diagonal slope, No. 7 east level and No. 2 
and No. 3 slopes. 


No. 1 north level is driven north from the bottom of the shaft for 
a distance of about three miles and serves as the main motor-haulage 
road for the north side coal. No.2 slope is driven to the Newcastle 
seam from a point on the north level almost opposite Protection Island 
shaft. ‘The coal in this seam varies in thickness from 30 in. to 3 ft. 
and is mined by longwall, being undercut by compressed air mining 
machines. It is known as north side coal, and is hard, clean and of 
excellent quality. It is hoisted up the slope to No. 1 north level on the 
“upper seam and hauled along this level by electric locometives to 
P Noe) 2 shatt 


At a point on No. 1 north level, about 200 ft. from No. 1 shaft, No. 
1 slope is driven to the dip for a distance of about 6,500 it. The 
diagonal slope and No. 7 east level are driven off No. 1 slope at 3,000 ft. 
and s,oss ft. respectively, from the top of the slope. No. 7 east level 
has been driven for a distance of about 6,000 ft. from No. 1 slope and 
forms the return airway for the diagonal slope workings. The face of 
this level is situated 1,200 ft. below the mud-flats of Nanaimo river. 
From the main landing on the diagonal slope, where the coal forms a 
basin, a 7 ft. by ro ft. rock tunnel has been driven for a distance of 1,200 
ft. to the other side of the basin, and thence for a further distance of 
1,200 ft. in almost flat coal. 


In the diagonal slope workings, the coal is mined by pillar and stall 
methods. The coal from the workings off the tunnel is hauled along the 
tunnel to the diagonal slope by tail-rope haulage, and thence up the 
diagonal slope to No. 1 slope, by a first motion engine stationed at the 
bottom of No. 1 shaft. The coal from No. 7 east level, and diagonal 
slope, is hauled up No. 1 slope to a point on the north level near the 
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bottom of No. 1 shaft by endless rope haulage. The coal is then hoisted 
to the surface through No. 1 shaft. 

VENTILATION.—The following is a description of the fan used to 
ventilate the mine.* 


For the past 18 years this mine has been ventilated by a large 
Guibal exhaust fan, 36 feet in diameter and 12 feet wide, with single 
inlet, running 45 revolutions a minute, producing a water gauge 
column of 2 inches. For the last few years this fan has been assisted 
by a blower Guibal fan, 20 feet diameter and 7 feet wide, running 75 
revolutions a minute, with a 134-inch water gauge. These two fans 
combined produced at the uptake a total ventilation of 156,400 cubic 
feet of air a minute. 

The management, taking into consideration how extensive the 
mine had already become, and with an eye to the future, decided to 
instal a new fan, and this has been done, the installation being com- 
pleted on December 26th, 1908. This new fan, a Sirocco fan, was in- 
stalled at No. 1 shaft without interfering with the big fan, which is 
being renovated and repaired, and will be held in reserve, or for 
emergencies. The new fan is a speed, double inlet fan, 90 inches out- 
side diameter and 78 inches inside, connected by a 14-inch hemp rope 
continuous drive with a 250-h.p. Robb-Armstrong Corliss valve engine, 
giving a speed ratio between the fan and engine of 4.25 tor. The fan is 
set on reinforced concrete foundations, with steel housing, and is con- 
nected with the air shaft by two reinforced concrete drifts, each having 
a sectional area of 56 square feet. The fan will deliver 200,000 cubic, 
feet of air a minute against a 4-inch water gauge. Ina trial runin 
December, the engine running at 62 revolutions and the fan at 623 revo- 
lutions, a ventilation of 224,000 cubic feet a minute was produced, 
against a s-inch water gauge. The mechanical horse-power developed 
by the engine was 200 h.p., and the mechanical efficiency of the fan 
was 88.25 per cent. The fan is so constructed that, should future de- 
velopment of the mine demand it, a second engine could be coupled 
to the other end of the shaft, and with such increased power the 
fan, running at 405 revolutions, is expected to be able to produce a 
current of air of 300,000 cubic feet against an 8-inch water gauge. 


*Description by Archibald Dick. Report of Minister of Mines, B.C., 1908. 
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FLow SHEET oF TIPPLE AND WASHERY.—The following diagram 


gives an outline of screening and washing operations : 
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WasTE.—In the longwall workings very little of the coal is lost. 
The seam is about 3 ft. thick and the cover over the workings varies 
from 500 ft. to 800 ft. The roof is hard shale and the bottom hard clay. 
In pillar-and-stall work an ultimate recovery of from 60 to 80 per Se 
is obtained. 

The sludge and other unmarketable coal from the coal washery is 
burned under boilers to produce power. The manager states that, 
in order to save nut and pea coal which had previously been used to 
generate power, two 84 in. by 16 ft. return tubular boilers were in- 
stalled, and that, in one year, the economy thus effected paid the cost 
of the installation. 

SURFACE Prant.—The following diagram shows the arrangement 
of tracks on the pit-head. 


Switch-back 
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Manure bunker 
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SKETCH SHOWING 
ARRANGEMENT OF TRACKS AT PIT-HEAD, 


WESTERN: FUEL (CQO; 

The coal is hoisted from the shaft in cars of 1,700 Ibs. 
capacity, and delivered to the pit-head at the rate of four cars per 
minute, As indicated in the accompanying flow sheet, the north side, 
or coal from Newcastle seam, is kept separate from the south side 
coal during the screening and washing eure Hons 

The power plant consists of : 

Boilers—Two-170-h.p. water. tubular boilers 

*  +—Two.135-h.p. return aan ele 
—Two 106-h:pit! i" + joa i 
——Dwo.tgs-hips. o0% i 6 
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Air Compressors——One cross-compound air compressor, size of 
steam cylinders 20 in. and 36 in. with 30-in. stroke ; air cylinders 20 in. 
and 32 in. with 30-in. stroke. 

One cross-compound air compressor, size of steam and air cylinders 
20 in. and 36 in. with 30-in. stroke. 

These compressors compress air to 80 lbs. per sq. in., the air furnish- 
ing power for coal cutters, haulage and pumping machinery. 

Electric Machinery.—The electric plant consists of two 16-in. by 
16-in. Ball engines which are belted to two 75-k.w. direct current 
generators ; one 350-h.p. Corliss engine direct coupled to a 1so0-k.w. 
direct current generator, which is used to furnish power for mine 
haulage, 

The following electric locomotives and hoists are used for under- 
ground haulage : 

| Three 7-ton Edison locomotives 
One io-ton Westinghouse locomotive 
Two electric hoists ; and 
One electric pump. 

Power is also furnished for 700 lights. The company. also poss- 
esses well-equipped machine shops, blacksmith shops and car shops, 
which are used to do ordinary repair and construction work and for 
building the mine cars. Steam locomotives and 7-ton cars are used 
for hauling the coal from the mine to the shipping wharves. 

The following tables give the amount of coal produced and the 
number of men employed in No. 1 Shaft and Protection Island mines 
for the year 1912 :** 

No. 1 SHAFT AND PROTECTION ISLAND MINES 


SALES AND OuTPuUT FoR YEAR Coa 
(tons of 2,240 lbs.) Tons Tons 

Sold for consumption in Canada........... D2A DSO Oh De Ry ee RT An 
Eee ERDOLD ROLL TILEG tates wis Go kiie ess £00 390% ue) Sim ait eas 
fie SUE LOPOLer COUNUICSS 02.56 cate ete’ (OLB MUSING Ll nce oa 
COR en OmE EN ee etek ee ok RL, ER A whe 2 398,374 
Used under colliery boilers, etc............. BOTs) eign ewe Ken 
tall OY COUlCEy URE a ctakels fy Gers ae ale ee | cee oe 39,728 
438,102 
Stock on hand first of year.............+.+- BOARS iy ren iiss Barer 
ee eee last ol Year si: tg.0h eres Hai o> LOGIE Mas i de eae 
Difference added to stock during year....... 3,580 
434,522 


Chimmritioat colliery for Year ieee ed Pea ee 


*Annual Report of Minister of Mines, B.C., 1912. 
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NuMBER OF Hanps EMPLOYED, DaiLy WAGES PAID, ETC. 


UNDERGROUND | ABOVE GROUND ToTaL 
Average N Average | No. em- 
CHARACTER OF LABOUR ent}. daily oe anally: : 
ployed age ployed wage ployed 
$ $ 
Supervision and clerical assist- 
ANCE ON haley eee GO Glee At cere LS Vast tear 28 
Whites—Miners.............. 262513 SOT 200i) ce as cham errne 262 
Miners’ helpers ............ 24 Peet Bile Bala Wg tery Wiring cles Pe 24 
LAanOUrers. oyues eects one 305 |2.86-3.30) 15 2.45 320 
Mechanics and skilled labour.| 63 (|2.86-3.57| 58 |8.00-4.50 121 
OVE re Us niet ne sey oat 38 |1.10-2.45) 17 50-1.65 » 55 
PEPADERE 20/8 5 DS ie oie ws creie ig ha Lik as cad a taeage pie ale cae a aretha ta ne 
CHin@ee ver ae he Cee Moe crac Lee ae hn oa le aMard ary 83 |1.50-1.88 83 
Indians (natives of B:C.) oo seis ala die oe recete ola clcsoeia Le ct cise onl eet cee 
MOLISE ates oe COL Sue et aa ISG Y a repre cr 893 


Mine worked 301 days during the year. 


Coal Bunkers and Shipping Docks.—The coal bunkers are situated 
near the docks and have a capacity of 7,000 tons of lump and egg coal, 
700 tons of nut coal, 300 tons of No. 1 pea coal, and 300 tons of No. 2 
pea coal. 

The shipping docks consist of two sets of double docks, or four 
single docks, and one gravity loading double dock. The single docks 
are equipped with compressed air shunting machines and have a ship- 
loading capacity of 400 tons per hour each. The double dock has a 
capacity of 300 tons per hour. The docks can accommodate vessels of 
not more than 30 ft. draught at any stage of the tide. Before loading, 
all coal is weighed on the general scales. 


NORTHFIELD MINE 


This mine is situated on Departure bay, about two miles north- 
west of No. 1 shaft. To facilitate the transportation of coal from the 
mine to the shipping docks a shaft, 60 ft. deep, was sunk near the sea- 
shore on a point between Exit channel and Departure bay. 


MetHop or Mininc.——The workings are all on Newcastle 
seam and the coal is mined on the longwall system. It is of good > 
quality, stands handling well, and is from 30 in. to 4o in. thick. The 
floor is mined to give the roads sufficient height. The roof is allowed 
to settle on timber cogs. From the bottom of the shaft, the main 
slope has been driven down the dip for about one mile. Six levels 
have been opened off the slope to the right and four to the left. 
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An endless-rope system of haulage, operated by an engine at the 
surface, is used'on the main slope. A travelling road-way for the men 
has been driven from the surface parallel to the slope, and it and the 
main slope are well lighted by electric lamps. 

In addition to the work done in this seam, connections have been 
made in several places with the upper or No. 1 Douglas, but very little 
mining has been done in the latter from this mine. 

The following sheet shows the general arrangement of the tracks 
at the pit-head and the method used in sizing and washing the coal : 
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The following gives the approximate ee ee of the different 
sizes of coal obtained and marketed: 


er prCOdtey ye a basco? '70 to 72 per cent. 
Nut RAL S COVOO eae 
PACA ee Mn tits ats Pop ote 


¢é 6¢ 


Sludge (wasted). . Pal Sere 2 
The aerate are the Areal aesnerae of the Northfield Colliery 


for 7012." 


NORTHFIELD COLLIERIES, 1912 


SALES AND OvuTpuT FoR YEAR Conn 
(Tons of 2,240 Ibs.) Tons Tons 
Sold for consumption in Canada............... TOGO erie aise % 
7 <> export to United States... 0. 600. 0... TEOSE oe cE ae 
Sie art bO.OLDEr COUNETIES ft kd. EN ais Sie Daan dees 
COUR AIC en Orne er Core tee Sumer a Ub iti oy 113,625 
Used)under colliery boilers i... S25. 2s ke. Pash Ri Marea ae twee eww 
Ota Ol COMI Vaise murine oe eet Vy ee 28,323 
141,948 
Stocks On nan, first Of year... choc. aarsske oooh ee. AF OS  haine eee 
EPID OL VCAT UN eon iie rer sis itive 7. DOr Outcry tan tae 
Difference taken from stock during year.........) ....... 420 
Output eolcoilieryfonyveanes meta sew. allel eee bok 141,528 
NuMBER OF Hanps EMPLOYED, Dairy WaaeEs Par, ETC. 
UNDERGROUND | ABOVE GROUND TOTALS 
No. em-| Average |No. em-| Average No, em- 
Character of Labour ployed| daily | ployed| daily ployed 
wage wage 
$ $ 
Supervision and clerical assist- 
AUCC Mera. nee ot eee oh Lace ea ae Bivsiirecamreca 16 
Whites—Miners.............. LOOr vs OURO LOU Le; alee nee ace 156 
Miners’ helpers............. 5 VP SOMPRLL EAU ee mek eae 5 
Le bGurers. tome hasty ee. 141 |2.86-3.30 6 2.75 147 
Mechanics and skilled labour 16 |2.86-3.57; 20 |3.00—-4.00 36 
BOVE. Ose. coud se eos? 14 |1.10-2.20 6 |1.00-2.25 20 
oe TA eee Ee Thea ee cisk cox ians alk at? a wk] oy a Sere chal wwe gas ae 
RECO tn eee ENA OSs Shiv ake bo ace 8 38 |1.50-1.88 38 
Vee T tL ind (PMN ere en ee eer ee Se PL thats ig alas, 9 = Pater eel ta dey whe Wael 
SROGOAG eta Gre Or atun on 6 BAO ane meee es TS Oiewee sy aace 418 


Mine worked 297 days during the year. 


*Annual Report of Minister of Mines, B.C., 1912. 
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PowER Priant.—The power plant consists of : 

Boilers-—Two 8o-h.p. flue boilers. 

Four 120-h.p. return tubular boilers. 

Air Compressors——One cross-compound air compressor ; steam 
cylinders, 20 in. and 36 in. by 30-in. stroke ; air cylinders 20 in. and 
32 in. by 30-in. stroke. 

One duplex air compressor ; cylinders 14 in. by 22-in. stroke. 

One duplex air compressor ; cylinders 12 in. by 16-in. stroke. 

Electric Machinery.—The electric plant consist of a 14 in. by 14 in. 
Robb-Armstrong engine belted to a 75-k.w. generator. 

Three 16-h.p. electric hoists for use on the coal docks. 

Haulage Engines.—The shaft hoist has a 4)4-feet drum ; size of 
cylinders, 16 in. by 22-in. stroke. 

The endless-rope system is operated by a 16 in. by 20-in. stroke 
steam engine. 

Vancouver Nanaimo Coal Company 


This mine is situated at East Wellington, about two miles distant 
from Nanaimo. A railway spur, two miles in length, connects with the 
Esquimalt and Nanaimo railway at Newcastle townsite and the shipping 
wharves on Exit channel. 

The coal seam worked is locally known as the “Old Wellington,”’ 
and has an average thickness of about 6 ft. Owing to the occurrence 
of ‘‘pinches’’ and ‘“‘swells’’, it varies from a maximum thickness of 
11 ft. toa minimum of 4 ft. The average dip is about 12° to the east. 
The levels and stalls are laid out with reference to the “‘cleat’”’ of the 
coal. 

The mine is opened up by a haulage slope driven from the surface 
to hedip. Its average inclination is 27°, and coal was first encountered 
at a dis:ance of about 1,100 ft. on the slope, and 420 feet vertically, 
from the surface. There is also a counter slope which is used as a 
return air-way. | 

MetuHop oF Mininc.—From the bottom of the slope two main 
levels are driven for a distance of 1,600 ft. with a bearing of N. 65° E. 
Pillars, 50 ft. x 120 ft. are left between the levels. The system of min- 
ing used is pillar-and-stall. The stalls are driven at an angle of 45° to 
the levels, and are 20 ft. wide and r20 ft. long The pillars are 60 ft. in 
width. A small section southeast of the bottom of the slope has been 
worked by the longwall method. The roof is a dark, brittle shale, and 
to get sufficient height for the mine cars, it is often necessary to brush. 
2 ft. from the roof. This rock is closely packed in the gob. 


While, owing to the size of the pillars left and the systematic 
manner in which the mine is worked, the present extraction in advance 


BUNKERS AND SHIPPING WuHarRR, Paciric Coast Coat Co., Boat Harsovr, V.I. 
The photograph shows waste of slack coal at tidewater 


COAL MINES OF BRITISH COLUMBIA 183 

Hi nd ao AES RA MACE ECO OMA SL AE 

work does not exceed 25 per cent, it will be possible to eventually 
recover almost all the pillar coal. 

Very little gas has been found in the mine and open lights Darna 3 
acetylene and oil are used. 

At present the coal is mined by hand, but the company intend to 
- install coal cutters in the near future. 

In timbering 24 lineal feet’ are used per ton of coal mined. 

Brastinc MetHops.—The blasting is done by battery and 30 per 
cent dynamite. The tamping material used is wet rock, dust and clay. 

Mine Equipment —Fourteen horses are used for underground 
haulage The coal is hauled up the slope in trips of eight to ten cars 
of 1,600 lbs. capacity, by means of a second motion hoist, size of cylin- 
ders 10 in. diameter by 12 in stroke The cars are hauled to the land- 
ing and lowered on to the full track siding on the tipple. After passing 
over the weigh track they are dumped by a rotary tipple on to a long 
shaking screen, divided into sections and fitted with perforated plates. 
The first section has 1-in. perforations, then comes a blank plate for 
picking the coal, and next in order, 1-in. and 114-in. perforated plates. 
The undersize from the first 1-in. screen is caught on a %4-in. screen, 
and the oversize from the latter is delivered into a pocket for re- 
screening. The undersize from the %-in. screen drops into the slack 
coal bunker. The oversize from the 1-in. screens passes over a 114-in. 
screen, the undersize goes to the nut coal bunker and the oversize to 
the lump coal bunker. 

The coal to be re-screened is elevated to a 14-in. and 5-in. trom- 
mel. All under 4-in. is discarded as slack. The coal which passes 
through the °%-in. screen goes to the pea coal bunker and the oversize 
from the °%-in. screen is nut coal. 

The tipple has a bunker capacity for 500 tons of lump coal, 100 
tons of nut and 100 tons of pea coal. The mine has a capacity of 
6oo tons per day, but the actual average is about 300 tons. There 
are 70 men employed underground and 20 above ground. 

The boiler plant consists of 2 x 65-h.p. return tubular boilers. 

VENTILATION—The ventilating fan is a 9-ft. Sheldon fan, direct 
driven by a 10 in. x 12 in. steam engine, delivering 30,000 cu. ft. of air 
per minute. The mine is ventilated by two currents of air, one split 
going to the rise and one to the dip. 


Pacific Coast Coal Mines, Limited 


This company is at present operating two mines, the Fiddick 
colliery at South Wellington and the Suquash colliery situated on 
the east coast of Vancouver island, near Malcolm island. As the 
Suquash colliery is, as yet but a small producer, and because of the 
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length of time which would have been necessary to make the visit, it 
was not examined. | 
FIDDICK COLLIERY 

This mine is situated on the Esquimalt and Nanaimo railway, 
three quarters of a mile from South Wellington station. The coal 
seam worked (locally known as Douglas) varies in thickness from 
2 ft. to 28 ft. and has a dip of 1 in 8 to the northeast. 

The mine is opened up by two slopes, No. 1, or Fiddick, and No. 2, 
or Richardson. As entrances to the slopes are very close together the 
coal is hoisted from both slopes by the same engine, and is screened 
on the same tipple. From No. 1 slope, three levels, Nos. 2, 3 and 4 
have been turned to the east, and two levels, No. 2 and No. 3, have 
been turned to the west. Three levels, Nos. 4, 5 and 6 have been 
turned to the right from No. 2 slope. 

Very little gas has been found in the mine and open and safety 
lamps are used. Wolf safety lamps are used exclusively in pillar work. 

Mertuop oF MininG.—The system of mining is room-and-pillar. 
The rooms vary from 100 ft. to 300 ft. in length and from 18 ft. to 20 ft. 
in width. The pillar width is 50 ft. The proportion of coal extracted 
in advance work is about 33 per cent, but, upon withdrawing the 
pillars, nearly all the coal is recovered. The pillars are drawn by 
what might be called a longwall retreat method. The cover varies 
from 80 ft. to a maximum of 1,800 ft. The roof is dark shale and 
the coal breaks clean from the roof. The floor or pavement 
consists of shale and is rough and undulating. 

BiastiInG Metuops.—The blasting is done by means of battery 
and No. 4 and No. 6 electric detonators, the operation being under 
the supervision of shotfirers. ‘The explosive used in coal is Monobel ; 
30 per cent dynamite is used in rock work. The shooting is done 
during two regular hours per day. The tamping material used 1s clay, 
which is sent into the mine. . 

Horses are used for haulage on the main roads, which are lighted 
by electricity at 110 volts. 

In timbering, about 7 lineal feet of props are used per ton of coal 
mined. 

The mine has a capacity of 2,000 tons per day, but the actual 
average is about 800 tons. There are 325 men employed underground 
and 60 above ground. The mine is ventilated by a g x 12 Sheldon fan 
delivering about 85,000 cu. ft. of air per minute. The water-gauge 
is 34-in. 

Mine EQuipMentT.—The coal is screened over 5-in. and 14-in. 
screens, and all that passes through the 114-in. screen is sent by rail- 
way car to the washery at Boat harbour, about 7'/g miles distant. 
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The slack coal (under 134-in.) is dumped into a 40-ton hopper and 
elevated to the Jeffrey-Robinson washer. The washed coal is sized 
in a revolving trommel fitted with twosections of 3/\,-in. and 34-in. 
perforations. The oversize from the trommel is conveyed to the nut 
coal bunker. The undersize from the °/jg-in. screen is slack coal, a 
portion of which is sold and the remainder, constituting about 15 per 
cent of the output, is wasted. The undersize from the 34-in. screen is 
conveyed to the No. 1 pea coal bunker. 


The lump and egg coal from the mine is also brought by rail and 
delivered into bunkers situated at Boat harbour, which have a storage- 
bin capacity for 3,000 tons lump, 200 tons nut, 200 tons of pea and 200 
tons of slack. The coal is loaded into ships by means of a conveyer belt. 

PowER Piant.—The power plant at the mine consists of 3 return 
tubular boilers of too h.p. each; one 60-k.w., a.c. generator with 
25-h.p. exciter ; one 707 cu. ft. per minute capacity Norwalk air- 
compressor ; one 480 cu. ft. per minute capacity Rand air-compressor ; 
one 300 cu. ft. per minute capacity Ingersoll air-compressor ; one 
double drum, geared friction hoisting engine of 200 h.p. 

The mine is also equipped with the necessary machine shops, 
blacksmith shop and carpenter shop for doing ordinary mine-repair 
work. 

Canadian Collieries (Dunsmuir), Limited 


This company, during 1910, acquired all the holdings of the 
Wellington Collieries Company, Ltd. They operate the following 
mines : 

Extension Collieries in the Cranberry district ; 
Union Colliery in Comox district. 


EXTENSION COLLIERIES 


These collieries are situated at Extension, and are connected with 
the Esquimalt and Nanaimo railway and the shipping docks at Lady- 
smith by a standard gauge railway, eleven miles in length. 

The Extension collieries comprise the following mines: No. 1, 
No. 2, No. 3 and No. 4. No. 1, No. 2 and No. 3 mines are connected 
with, and worked from, the main rock tunnel. No. 4 is a separate 
mine and is opened up by shaft. 


No. 1 MINE 


No. 1 Mine tunnel branches off the main rock tunnel at about 
4,000 ft. from the tipple. It was originally worked by pillar-and-stall 
system, by which not more than one-third of the coal in the seam was 
extracted, the remainder being left as pillars. In some cases, where 
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the roof was bad, several feet of coal were left in the stalls in order to 
hold up the roof. In the higher levels more than half the pillars and 
top coal has since been extracted. 

Nearly all the mining done at the present time is pillar-and-stall, 
and there is some extraction of pillars. The coal is hauled up the 
slope and out of the tunnel by electric locomotives. 


No. 2 MINE 


Coal was originally hoisted from this mine by means of a slope 
driven from the surface, but, since the completion of the main tunnel, 
it has been hauled out by electric locomotives. 

The mine is now being worked from two slopes, No. 2 and the 
Diagonal. No. 2 slope goes down past the lower end of the main 
tunnel about one mile distant from the tipple, and continues for a 
distance of about 2,200 ft. to the bottom of the basin. The coal from 
this district is brought out of the main tunnel by means of a motor- 
road, which has been driven round the basin. The system of mining 
is pillar-and-stall. 

Owing to the bad condition of the roof a high percentage of coal 
is generally left in the roof. At the present time, most of the work 
done is in extracting pillars. 

The Diagonal slope is driven to the dip about 750 ft. east of the 
inner end of the main tunnel. The coal from this district is hauled up 
the slope to the main tunnel by electric hoist. 


No. 3 MINE 

This mine is a continuation of No. 4 West level from the 
main tunnel. From No. 4 North level, the old slope continues to 
the surface. In this district, the old pillars are being extracted. The 
slope continues down the dip and crosses the basin mentioned in the 
description of No. 2 mine. In this portion of the mine, pillar-and-stall 
work is carried on. The coal from the lower levels is brought to the 
main tunnel by means of a slant motor-road. 


No. 4 MINE 

This mine is situated on the mine railway about a mile and 
a half south of the Extension tunnel. The entrance is by a shaft, 
8 ft. by 16 ft., and 290 ft. deep. It is a new mine and the development 
work is not very extensive as yet. 

The seam, worked at these mines, is locally known as the Wel- 
lington and varies in thickness from 18 in. to 12 ft., with an average © 
thickness Of 5 ft. The dip varies from flat to vertical. The switches 
in the main tunnel are lighted by electricity at 250 volts, The main 
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tunnel is 12 ft. by 6ft., is equipped with double tracks, and electric 
locomotive haulage is used exclusively in it. 

Mertuop or Mininc.—In the pillar-and-stall work, the sizes of the 
pillars and stalls vary, depending on the condition of the roof. In 
dirty ground, the rooms vary in width from 14 ft. to 16 ft. In No.1 
mine the rooms are generally 60 yds. long and 10 yds. wide ; the pillars 
are 20 yds. wide and crosscuts 4 yds. wide are driven through the pillars 
20 yds. apart. 

From the foregoing it can be seen that about two-thirds of the coal 
is left as pillars. To recover it, where the roof is good, the procedure 
is as follows : a skip, 15 ft. wide, is first taken off one side of a row of 
pillars ; a room 12 ft. wide is driven through the centre of the pillar, 
which is then removed by slicing back across it. Cogs, 4 ft. by 4 ft., or 
4 ft. by 8 ft. (depending upon the condition of the roof), are put in 
5 ft. apart, and in rows spaced 10 ft. apart. In recovering the old pil- 
lars, an extraction of 50 per cent is obtained, and, in the case of new 
pillars, an extraction of 90 percent. The explosives used for blasting 
the coal are 30 per cent dynamite and Monobel. Forty per cent 
dynamite is used for brushing the roof or floor. 

In timbering, about 6 lineal feet of props are used per ton of coal 
mined. ‘The roof over the coal is shale and conglomerate and the 
floor is hard sandstone. The cover over the workings varies from nil 
to 450 ft. The mines have a capacity of 1,400 tons per shift but the 
actual average is about 1,100 tons. Electric locomotives haul the coal 
out of the mine in cars of a capacity of 1,600 pounds each. From the 
landing, they are pushed to the tipple by means of a steam actuated 
piston. | 
The coal is screened over two sets of shaking screens, in parallel, 
s ft. wide and 18 ft. long. The top screen is fitted with 2%4-in. per- 
forated plates and the lower with 134-in. perforations. The oversize 
from each is picked on separate picking tables, 314-ft. wide by 67 ft. 
long, which discharge the coal into 23-ton railway cars. The under- 
size, amounting to about 4o per cent of the output, is loaded into rail- 
way cars and sent to the washery. 

Mine Power Piant.—The boiler plant consists of four 30.8-h.p. 
return tubular boilers and one 45.5-h.p. marine type boiler. 

The electric plant consists of two 17 in. by 14 in. steam engines 
directly connected to two 112%4-k.w. direct current generators. The 
electric current is generated at 280 volts, and is used for motor haulage 


and lighting purposes. 
WaASHERY, BUNKERS AND SHIPPING Docxs.—The washery, bunkers 
and shipping docks are situated on tide-water at Ladysmith. The bunkers 
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have a capacity of 6,000 tons of lump coal, 1,000 tons of nut and so 
tons of pea. The docks have a loading capacity of 5,000 tons in nine 
hours and two large and two small boats can be loaded at the same time. 

The screenings are dumped into a bin from which the coal is fed to 
two Robinson washers in parallel, thence it is sluiced over a trough 
screen fitted with °/g-in. square holes ; the oversize is distributed by 
launders to six jigs. The product from the jigs is sized in a tapered 
revolving copper screen fitted with 1/s-in. openings ; the undersize 
from this screen is then screened in a similar screen fitted with !/,,-in. 
punched holes. The oversize from the two screens is mixed and elevated 
to the pea coal bin. The coal and sludge which passes through the !/,,¢-in. 
screen is wasted. The following gives the percentages of the different 
sizes obtained : 


INU een eee 51257 Der Cents tO 6304) per cent 
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The washery is driven by a Pelton wheel operating under a head of 
186 ft. and developing 28 h.p. A second Pelton wheel is used to gener- 
ate power for lighting purposes. The water from the two wheels is 
delivered to a tank and used for coal-washing. 


UNION COLLERIES 


These mines are situated 4 miles west of Comox harbour, and 12 
miles distant, by rail, from Union bay. The seams outcrop on Coal. 
creek about one mile west of the town of Cumberland, and the western 
limit of the outcrop extends parallel to the trap ridges to Puntledge 
lake, crosses the eastern end of the lake and runs parallel to the Punt- 
ledge river for about a mile and a half. It then runsina north-westerly 
direction and crosses Browns river about three and a half miles from 
Puntledge lake. 

The strike of the seams generally runs parallel to the trap ridges 
which border the field. The dip is to the east and varies from nearly 
vertical at some of the contacts, to nearly flat a short distance away 
from the edge of the field, but, in general, it varies from SutOalon: 
There are two workable seams within this area, separated by about 
350 ft. of strata. No. 1 seam is 6 ft. thick and contains from 3% ft. 
to 4 ft. of clean coal. 


The following are two sections which were taken in 13th Level 
stall and 17th Level stall in No. 4 mine: 
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13th Level 17th Level 
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The great number of faults, rolls and horsebacks in this area 
makes the successful mining of coal most difficult. The faults generally 
make a small angle with the strike of the strata, and vary from rolls 
and horsebacks to normal and overthrust faults. The downthrow 
varies from a few inches in some cases to a maximum of over 200: ite 
e.g., the “Baynes Sound”’ fault. 

Overlying the main seam there is a seam of fire clay which varies 
in thickness from a few inches to three feet. It is of good quality and 
is used in limited quantities by the British Columbia Pottery Company, 
but, if a large market could be obtained, it would prevent the wasting 
of such a valuable mineral. At present, it is either left in the roof or 
mixed with dirt and rock and stored in the gob (underground). The 
fire-clay roof is also dangerous, as it is full of slips which cause the roof 
to fall in the rooms without cracking and thus, without warning to the 
miners. Three-fifths of the accidents in 1910 were due to this cause. 

The following mines in the field are operated by the Company : 

No. 4 Tunnel 
No. 5 Shaft 
No. 6 Shaft 
No. 7 Tunnel 


No. 4 TUNNEL 

This mine is situated on the east shore of Puntledge lake, one and 
one-half mile distant by rail from Cumberland 

The strike of the measures is about N. 70° W. (magnetic); the 
average dip is about 9%°. The thickness of the coal mined varies 
from 334 ft. to 4 ft. The mine is opened up by two slopes, No. 1 and 
No. 2. No. 1 slope is about 114 miles in length, and is driven on an 
angle with the pitch, the bearing being about N. 25° W. No. 2 slope 
branches off No. 1 slope 165 ft. from the portal and is driven on a 
bearing N. 20° E. for a distance of about 114 miles. The maximum 
amount of cover over the workings is 1,000 ft. Main and counter 
levels have been opened off the slopes every 400 feet. 

Metuop oF Mininc.—The system of mining is pillar-and-stall. 
The levels are driven to the boundary, and, as soon as the stalls are 
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driven, the pillars are removed. The stalls, 300 ft. long and 36 ft. 
wide, are driven up the pitch from the level to the counter above. 
The centre of the stall forms a gob and tracks are laid on each side. 
Jigs or balances are used to lower the coal to the level and to hoist up the 
empty car. The room pillars are 66 ft. wide. The pillars left between 
level and counter are 100 ft. by 120 ft. long. Crosscuts, for ventila- 
tion, are driven through the room pillars 120 ft. above the level. 


TIMBERING.—In drawing pillars, a skip 1s ft. to 20 ft. wide is first 
taken off one side of the pillar ; the pillar is then removed by slicing back 
beginning at the top. Cogs, 5 ft. by 5 ft. are put in to support the roof, 
but, in air courses, they are placed 3 ft. apart. It has been found 
that, if timber is put in instead of cogs, the pressure exerted by a squeeze 
crushes the top coal and throws all the weight on the timbers, thus 
crushing them in turn. 

In timbering, 4 lineal feet of props and stringers and s lineal feet 
of cog material are used per ton of coal mined. 

The proportion of coal taken out in advance work is about 35 per 
cent. On account of the overhanging rash and fire clay falling on the 
coal, from s per cent to 7 per cent of the coal is thrown into the 
gob. About 9o per cent of the pillars is recovered. 


VENTILATION.—The mine is ventilated by drawing the air down 
the main slope and thence along the levels and back through the rooms 
and counter levels. In this way, it is made to start at the bottom 
workings and gradually rise through the working places towards 
the fan on the surface. There are four air returns and two intakes 
for each slope. Two direct driven Guibal fans, 30 ft. by 11 ft. and a 
small belt driven Murphy fan, 8 ft. by 4% ft., delivering about 120,000 
cu. ft. of air per minute are used. 

Gas has been found in some of the pillar workings, but no shooting 
is permitted in these places and Wolf safety lamps only are used. Open 
lamps are used in some sections of the mine. The main roads are 
lighted by electricity at 250 volts. : 

HauLaGE.—The haulage on No. 1 and No. 2 slopes is by main and 
tail rope. Horses are used on the levels. The mine has a capacity of 
1,200 tons per day, but the actual output is about 1,000 tons. There 
are 375 men employed underground and 95 above ground. 

The coal is screened over a bar screen with r-in. spaces. About 
65 per cent passes over the screen. The screenings are sent to the 
washery. 

PowErR Piant.—The boiler plant consists of :—Three 108-h.p. 
boilers which are used to furnish steam for the following engines : One 
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16in. by 16 in., steam engine belted to a 7s-k.w. direct current gen- 
erator producing power for the mine pumps; one, 13 in. by 13 in. | 
steam engine belted to a 5o0-k.w. direct current generator producing 
power for mine use at 275 volts ; and one, 15 in. by 15 in. steam engine 
belted to a 5o0-k.w. direct current generator producing power for mine 
use. Three boilers are used to generate power for the main hoist. 
Two 62 h.p. flue boilers and four 30.8-h.p. boilers are used to generate 
power for fan engines. | 

Hight electric triplex and two centrifugal pumps are used to pump 
450 gals. of water per minute from the mine. The pumping is done in 
two stages. 

The company have installed a 9,400 h.p. hydro-electric plant at 
the Puntledge river. This plant furnishes power for all the mines, thus 
superseding the steam installations, and will save nearly 24 per cent 
of the output. 

No. 5 MINE 

This mine is situated about one and one-quarter mile east of 
No. 4 Mine and about one-half mile from Cumberland. Two seams 
have been opened up by a vertical shaft 610 ft. in depth. The upper 
seam only, situated 280 ft. from the surface, is now being worked. It 
varies in thickness from a few inches to seven feet, but the average 
is about 3% ft.. The coal is hard and of good quality, but is split up 
by several partings. The following are two sections, taken in stalls, east 
of North incline and No. 2 level, respectively : 
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The seam has a dip of from 6° to 7°, and is badly dislocated by 
faults. The roof is hard sandy shale. 
This mine is connected with No. 6 Mine by a good travelling- 
road, fitted with double doors, allowing separate intake and return 
air-ways. It is worked by a main level driven off the shaft with in- 
clines driven up the pitch from the level. The main level is 6% ft. 
by 1s ft. wide and the counter level 514 ft by 14 ft. wide. 
Metuop or Mrininc.—The system of mining is pillar-and-stall. 
The stalls are 36 ft. wide and vary in length up to 300 Chee, he pillars 
are 36 ft. wide. The proportion of coal taken in advance work is about 
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50 per cent. Owing to impurities, about 7 per cent is thrown into 
the ‘‘gob.’”’ ‘The pillars have not yet been recovered. In timbering, 
2 lineal feet of props are used per ton of coal mined. The mine is 
ventilated by a 5 ft. by 15 ft. direct driven Guibal fan running at 110 
r.p.m. and delivering 40,000 cu. ft. of air per minute. 

BuasTinG Metuops.—No. 5 detonators and giant powder are 
used for blasting the coal. 

The mine has a capacity of 600 tons per day, but the actual average 
is about 460 tons. There are 135 men employed underground and 35 
above ground. 

The coal is screened over a 114-in. bar screen, 12 ft. long, and 
shipped by railway to the washery and coal docks situated at Union bay. 

The power plant at the mine consists of six 3s5-h.p. boilers and a 
Corliss valve hoisting engine, size of cylinders 30 in. x 60 in. 


No. 6 MINE 


This mine, situated within the town of Cumberland, is opened 
up by an 8 ft. by 18 ft. vertical shaft, 242 ft. in depth. The seam is 
the same as that worked at No. 5, and the statements with reference to 
No. 5 Mine apply to it here also. The system of mining is pillar-and- 
stall. The stalls are 33 ft. wide and vary in length up to 300 ft. The 
pillars are 45 ft. wide. In timbering, 214 lineal feet of timber are used 
per ton of coal mined. ‘The mine has a capacity of 500 tons per day but 
the actual average is about 360 tons. There are 125 men employed under- 
ground and 38 above ground. The coal is screened over a 14%4-in. bar 
scre:n, 14 ft. long, about 38 per cent of the output passing through it. 
The coal is shipped by railway to the docks and washery at Union bay. 

The power plant consists of four 35-h.p. boilers ; hoisting engine 
for shaft, size of cylinders, 18 in. by 30 in.; two small air compressors ; 
and a fan engine direct connected to a 5 ft. by 15 ft. steel Guibal fan. 


No. 7 MINE 
_ This mine is situated two miles in a direct line from No. 4 Mine, 
and about five miles from Cumberland. The slope is down a distance 
of 5,600 ft., and in good coal, of a very hard nature. It is well adapted 
for a longwall system ; the coal averages 3% ft. in thickness, with 
rock in the centre. 

WasHERY.—The lump coal is brought from the mine in 20-ton 
railway cars and is either dumped into a 3,o00-ton lump coal bunker or 
into a conveyer and loaded into vessels. The facilities permit— 
neglecting trimming—loading from 5,000 tons to 6,000 tons in 24 
hours. The maximum quantity of coal that has been loaded into a 
ship in ro hours is 2,700 tons. -Even at low tide the wharf can accom- 
modate a vessel 550 ft. in length and of 30-feet draught. 
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The screenings are brought from the mine in 20-ton railway cars 
and dumped into a 140-ton bunker situated at the washery. The coal 
is then elevated to the top of the washery and fed to four Robinson 
washers, the overflow passing over a?/s-in. square screen. The oversize 
from this screen is conveyed to a r20-ton nut bunker ; the undersize 
is sent to a V settling tank, the overflow from which goes to waste. 
The fine coal from the tank is next distributed by launders to ten jigs. 
The washed coal and overflow from the jigs is settled in a ‘Spitz’ tank 
and sized over a*/s-in. and ‘/i-in. trommel. ‘The sized products from 
the two trommels are united and conveyed to a 160-ton pea coal bunker. 
All coal under !/i6-in. is wasted. 

The following are the official returns from the Union Collieries 
for the year 1912: 

UNION COLLIERIES, 1912 
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From the foregoing it can be seen that 114,246 tons—24 per cent 
of the output—has been wasted. This loss does not represent clean 
coal because it has been found that 9 per cent of the original screenings 
passes through a */1-in. screen and assays 40 per cent ash; also, 27 
per cent of original screenings, containing the same high ash content, 
passes through a ’/,-in. screen. 


APPENDIX II. 


BY-PRODUCT COKE OVENS OF THE ALGOMA STEEL COMPANY, 
SAULT STE. MARIE, ONT.* 


The coal used for making blast furnace coke must be : 

1. A good coking coal. 

2. Low in sulphur. 

3. Fairly low in ash. 

The West Virginia and Pennsylvania are the only coals in the 
middle and eastern states possessing these requisites ; consequently 
these coals are used in all the great iron manufacturing centres east of 
the Mississippi valley. | 

The Algoma Steel Company imports coal from two localities, and 
mixes them prior to coking. They use : : 

. Cannelton (Kanawha coal, northern West Virginia), acoalcon- 
pie a high percentage of volatile, combustible constituents and 
analysing, proximately : Volatile, 34 per cent.; ash, 6-8 per cent. 

2. Pocahontas coal (southern West Virginia), low in_ volatile, 
combustible constituents, and analysing, proximately : Volatile, 19 
per cent ; ash, 6% per cent. 

The coal is shipped by rail to the Lake Erie ports—-Toledo or 
Sandusky, Ohio ; thence by water to the Company’s docks at Sault 
Ste. Marie, Ont. 

COAL-HANDLING MACHINERY 

The coal is unloaded from the vessels by means of twe olectrically 
operated steel towers with a capacity of 180 tons per hour eachy 
9500 tons have been unloaded from vessels in 34 hours working time. 
The labour employed on each tower consists of one man to operate 
the hoist. 

DESCRIPTION OF TOWER 

The coal is hoisted from the vessel by means of a 3%%-ton bucket 
and is then dumped into an 80-ton hopper situated on the tower. 
It is discharged from the hopper into an electrically operated 20-ton 
car, and is then either conveyed, by means of this car, direct to the 
hopper that supplies the Bradford breaker, thence to the coke ovens, 
or carried to the stock pile, where it can be dumped on either 
side of the track by means of the air lift door, depending, of course, 
on whether it is Pocahontas or Cannelton coal, the two varieties of coal — 
being kept separate on the stock pile. The 614-ton bucket suspended 


* An examination was made of this plant through the courtesy of Mr. Ernst, 
the manager. Thanks are also due Mr. Davies, superintendent of the coke oven 
plant, for much of the information contained herein. 
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from the travelling bridge distributes the coal on the pile. About 
1560 tons of coal are used per day to supply the coke ovens. 

The coal is loaded from the stock pile, by means of the bucket and 
‘bridge mentioned above, and is dumped into a 20-ton electrically driven 
car which carries the coal to a hopper. From the hopper the coal is 
then elevated by means of an endless belt to the Bradford breaker. 
The Bradford breaker consists of a revolving horizontal steel screen, in 
which the perforations are about 114 in. in diameter, and which is fitted 
with radial shelves. These shelves pick up the coal and drop it, crushing 
it by its own weight. Short deflecting plates cause the oversize to dis- 
charge into a 30-ton railway car. The undersize goes to a mixing bin. 

The two varieties of coal are kept separate and stored in separate 
bins of a capacity of 100 tons each. The coal from the two bins 
is mixed together in the proper proportion, namely, 60 per cent 
Cannelton and 40 per cent Pocahontas coal, by means of adjustable 
feed hoppers, situated on the outlets of the bins, and by revolving 
belts. : 
From the mixers, the coal passes through two magnetic separators 
which remove pick-points, or other iron or steel ingredients. It then 
goes to two Williams disintegraters. 

In most by-product plants 75 per cent of the coal must pass 
through a 4/s in. screen. The practice at this plant is to mix the coal 
so as to give 60 per cent Cannelton and 4o per cent Pocahontas 
coal. 

The structure of coke is affected by three factors, viz : 

1. The chemical composition of the coal itself. 
2. The rapidity of burning. 
3. The fineness of the coal charged into the ovens. 

In this plant, all these factors can be adjusted by means of the 
variable feed, the crushing of the coal, and the firing of the ovens. In 
general, it may be said that very low volatile coal tends to merely sinter 
together if heated very slowly ; on the other hand, if heated rapidly, 
fusion is completed. 


Cross-CHEcKING.—The degree of the fineness of grinding primarily 
determines the size of the slate or bone which may be in the coal. After 
coking, the slate or bone, which keeps its size and shape, causes cross 
checking ; hence, if the grinding is coarse, a friable coke is obtained. 
Notwithstanding this cross checking, however, the internal structure 
of the coke is the same, whether the grinding be coarse or fine. 

From the crusher, the coal is carried by endless belt to a 2,000-ton 
storage bin, which is situated over the centre of the two batteries of 
ovens. The bin is fitted with three sets, of 4 hoppers each, for loading 
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the ‘‘lorry car.” This car has the same capacity as one oven and dis- 
charges into the oven through 4 hoppers. Each oven has 4 charging 
holes. 


OvENS 


, The ovens, 110 in number, consist of two batteries of 55 ovens each. 
They are 21 in. wide, tapering to 17 in. at the ram end, 9g ft. high, 
and 38 ft.in length. The capacity of an oven is about 12.9 tons of 
coal or 9.7 tons of blast furnace coke, and the time required for 
coking is 21 hours. The coke is discharged from the oven into steel 
cars by means of an electrically operated ‘‘pusher.” It is then quenched 
in the car and is hauled by asteam locomotive to the storage bins, 
which are situated at the blast furnaces. 


The following diagram shows coal and coke flow sheet. 


By-propuct CoKE Ovens, Acoma STEEL Co., SauLtt STE. Marie, ONT. 
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FLow SHEET FOR CoAL AND COKE 
Vessel 
2 x 180-ton tower elevators 
2x 180-ton hoppers on tower 


2 or 3x 20-ton electric cars on 
elevated tracks 


Coal pile 


Coal distributed by 
crane and bridge 


Coal loaded. into 20-ton 
cars by crane and bridge 


| 
Pocahontas coal Cannelton coal 


Dumped into hopper Dumped into hopper 
under track under track 
Belt conveyer Belt conveyer 
Bradford breaker Bradford breaker 
Belt conveyer Belt uae 
100-ton bin 100-ton bin 


Coal mixed by travelling belts 
2 Williams disintegrators 
Belt conveyer 
1 x 2000-ton storage bin 
Lorry car 

Oven 
Pusher 
Coke 
Car 
Coke si ned 


Coke bins or stock pile situated at blast furnace 
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REGENERATIVE SYSTEM OF HEATING Ovens.—After the gas has been 
deprived of its by-products, it is fed from the distributing main into the 
gas-distributing channel. This channel is formed of fire brick and is 
situated beneath the walls of each oven. The gas passes from this 
channel through orifices, which are each fitted with a gas nozzle, and 
burns in thirteen vertical flues, built in the wall between a pair of 
ovens. The gas, after burning in the first thirteen vertical flues, passes 
into a horizontal flue, down through the remaining thirteen vertical 
flues in the same wall, thence through a ‘checkerwork’ or re- 
generator under the oven chamber, to the main flue, and thence to 
the stack. The gas and air-supply valves for heating alternate halves 
of the oven walls are situated at both ends of each wall. These are 
opened and closed simultaneously by a link. The operation consists 
in reversing these valves every 30 minutes, so that the gas burns al- 
ternately from each end of the oven, and the heated air for combustion 
is drawn from alternate regenerators. The gases from the distillation 
of the coal is drawn from each oven through a stand-pipe, passed to 
the by-product plant, where the necessary suction is furnished by 
three exhausters. ; 


The following diagram shows the gas flow sheet : 
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Gas Fitow SHEET 


Ovens 


| eel 
| Gas Mains 


(ar 
Tar Gas to 8 coolers 
| 
Pump 6 Exhausters 
| | 
Tar and 3 P.and A. 
ammonia tar 
liquor extractors 
| 
aT tanks Tar and he 
ammonia 
| jouke liquor 
Tar Ammonia | H,SO, Re-heater 
liquor 
| 3 Saturators 
Pump 


Seno still 


i 
| 
Free 


; Waste liquor 
ammonia 


to sewer 


| 
| Gas to acid 
separator 
Ammonium Ammonia | 
sulphate liquor | | 
| Acid Gas to 


| gertes aie 


6 Driers | | 
Oven Boilers Steel Plant 
(fuel) (fuel) (heating, etc.) 
To storage 


By-propuct PLANT 


The gas main, which leads from 
is set on an incline, so that any tar 


flow out of a pipe, which leads to separating tanks. 


the ovens to the by-product plant, 
that separates from the gas will 
From the stand- 


pipe, the gas passes through three water-coolers into the exhauster, 


and from there into the tar extractor. 


temperature of about 25° C. in the 


the tar is easily removed by the tar extractor. 


to a temperature of about 50° C. in 


The gas is cooled to a 
cooler, and, at this temperature, 
The gas is then heated 
a re-heater, and is passed through 


a sulphuric acid bath in the saturator, which removes the ammonia. 
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The spray is removed from the gas in the acid separator, and the gas 
is collected in a gas holder. 

The tar and ammonia liquor, which is collected from the coolers 
and tar extractors, is separated in the separating tanks. The tar is 
stored intanks. The ammonia distilled, passes into the gas and is car- 
ried to the saturator, where ammonium sulphate is recovered. The tar 
is sold to the Dominion Tar and Chemical Company, Sault Ste. Marie, 
for refining. The pitch is sold to the Bankhead Mines, and, as stated 
on page 122, is used as a binder in the manufacture of briquettes. 
The ammonium sulphate is sold by the American Coal Products 
Company of New York. 

The surplus gas from the ovens amounts to abou 50 per cent of 
the total gas contained in the coal. A portion is burned under boilers 
and generates from 600 to gooh.p. The remainder, amounting to about 
4,000 cu. ft. per ton of coal coked, is used in the company’s 
steel plant for re-heating blooms and billets, heating molten pig-iron 
mixer at Bessemer plant, etc. There is no waste of gas when the 
mill is in operation. The percentage recovery of coke (including 
breeze) is about 84 per cent. 
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